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Register Co., c1970. 

214-33 . SW National Cash Register,, COBOL .. Student 

RCU K , Workbook. NCR Century. Volume II. First 

-Vol. II Edition. Dayton, OH., National Cash 
Register Co . ^ ( c 1 972) . * 

214-34 • ST' National Cash Register, Ba3ic-2. Student 

RCU Text^ Dayton, OH., National Cash Register 

: Co., C1973. 

214-35- RCU Scalice, John J . , Basic Data Processing. 

New Brunswick, NJ . , Rutgers — The State 
..University, 1976. 
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214-36 RCU National Cash Register NCR Electronic Data 
• 2 Processing Written for the Layman. 2. What 

. is Binary Arithmetic? Dayton, OH., 
National Cash Register Co., nd . 

214-37 RCU ^ National Cash Register, NCR Century 

Elementary System Manual. Dayton , OH . , 
National Cash Register Co., ci971. 

214-38 RCU National Cash Register, Expenses in Retail 

Business'. Dayton, OH., National Cash 
Register Co . , nd . 

214-39 RCU Fields, Owen, Simulation in Business and 

Office Education. Richmond, VA., 
Department ofi Education, 1978 . * 

214-40 RCU Reedi Vincent E., Genei-al Business; for 

Economic Awareness . Cur r id ulum Guide . 
Washington, DC, ^Public Schools of the 
District of Columbia, 1977. 



214-41 RCU The University of the State of ;New York, 

Business Law Syllabus, ^9^i Revisions. 
Albany, NY., The State Education Department, 
1977. 

214-42 RCU Balch, Elizabeth H. , Vermont Business Office 

Occupations. C'Orr iculura Guide. 
Montpelier , VT. , Btate Board of Education , 
nd . , 

214-43 RCU Kazee, Naomi W/. , Model 6ff ice Program With an 

Interchange of Work Bet,'ween Two Separate 
Modfel Office Classes Within the Same School. 
Fr ankf ort , KY., State Department of 
Education , 1979 . 

M in i -Sheens , In'c . and Simula ':ed Entier pr ises . 

Employee's Handbook. A Model Office Program. 
1979. . - 



214-44 RCU 



LC 



214-46 RCU Program of Studies for Business and Office 

Education . Richmond , VA., Department of 
Education , 1977. 

214-47 RCU . Peele, Frank M., A Competency-Based Guide for 

Organizing and Administering Cooperative 
Office Education. Richmond, VA., 

Department of Ed uc at io^n , 1979 . 

■ / ■ 

214-48 ^ RCU Peele. Frank M., ' Training Plans for 

Cooperative Office Education . A Guide . 
Richmond, VA., State Department of 
Education , 1974 . 

214-59 RCU Future Business Leaders of America, FBLA 
y ' Co-Cur r icular Activities. A. Guide. 

Richmond, VA., DepartmeVit of Education, 

1976. 

214-62 RCU Lightner , Ardyce S. , Typewriting. 

Richmond, VA., State Department of 
... Education , 1976 . 

214-64 SM . Long, Diana, Legal Secretary. Competency 
RCU Based Education Curriculum. Student 

Material. . Ripley, WV., West Virginia 
Vocational 'Curr iculum Laboratory , 1979. 
_ ■ < , ' ■ .. " . 

21,4-65 SH II Hopkins, Stanley E., .Shorthand 11. 

RCU Competency-Based Education Curriculum. 

. R'lpley, WV., West Virginia Vo<^ational 
Curriculum Laboratory, 1979. 

'214-6§ RCU Hansen, V.P., Discovering Ma thema t''^b's«««iSiJi;SOugh 
) Computer's Volume 1. Rational Numbers, Part 

1. Hartsdale, NY., Olcott Forward, c1968. 
Discovering Mathematics Through Computers. 

■ , > ■ , / ' 

■ • ■ ■ -23 




214-67 RCU Ashworth, Alton W.v Data Processing 

Technology. A Suggested 2- Year Post High 
School Curriculum. Washington, DC, 
Super intendant of Documents, U.S. Government 
Printing Office, 1973. 
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INDUSTRIAL ARTS 



215-1 RCU Bender, Myron, Curriculum Master Plan for 

Senior High Industrial Art^ Programs in. 
North Dakota. ' Grand Forks, ND, 
University of Nor th' Dakota , '1 979 . 



215-2 RCU Winters, Thomas R. , Industri_al Arts in the 

Junior High School :., 

Purposes — Objectives — Observable Behaviors. 
A guide for teachers of the Maryland Plan 
for Industrial Arts. University of' 
Maryland , 1 976. 

215-3 RCU Grajewski, Stanley, New Jersey Amer ican 

Industrial Arts Student Association 
Handbook. Trenton, NJ., State of N.J. 
Department of Education, 1979. 



215-4 RCU 



Smith, W. Harley, The Maryland Plan. 

Industrial Arts Program .For the Junior High 
School. College Park, MD., University of 
Maryland, 1970. 



215-5 .RCU Maryland State Depar tment /'of / Education , j 

Industrial Arts Guidelines^ for Programs and j 
Facilities for the State /of Maryland. / 
Maryland S.tate Department of Education , ' 
1977.. : / 

' ... ' . 

215-6 RCU Missouri State Board of Ec^ucation, Curriculum 

Guides for In teij-med ia te and' Secondary Level ' 
Programs. Indusl^rial Arts. Electricity - j 
Electronics. Jef f er son C ity , MO., ' 
Missouri State Department of Education, 1 

• 1972.. ; 

I 

215-7 RCU, Missour i State Board of ' Education , A | 

Curriculum Guide for Intermediate and ! 
Secondary Level Programs. Industrial Arts] 
Woods and Wood Technology. Jefferson 
City , MO . , Missour i State Department of 
Education , 1 974. 



215-8 RCU Bender, Myron, Development of Instructional 

Materials For Industrial Ar ts Ed uca tioh in 
North Dakota. Final Report. Bismarck,! 
ND., State Board for Vocational Education, 
^ 1976. W - j 

215-9 . RCU Missouri State Department of Education, j 

Curriculum Guide for. Intermediate and | 
Secondary Level Programs . 'Ind ustr ial Arts. 
Drafting and Design.. 1974 Edition. I 
Jefferson City, MO., Missouri Department of 
Education , ' 1'974. | 
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215-10 RCU Baker, G.E,,, MOCARE. The Missouri Project. 

Guidelines for Industrial Arts in Career 
Education. Misisouri, The Missouri 
Pr o j ect , nd . 

♦, 

215-11 RCU Iowa Industrial Education Association, The 

Iowa Guide for Curriculum Improvement in 
Industrial Arts, K-12. Des Moines, lA.,^ 
Department of Public Instruction, 1975 ^ 

215-12 RCU Bender, Myron, Industr,ial Arts Curriculum 

Guide — Level I for North Dakota Secondary 
Schools Using the Cluster Technologies , 
Appr oach . Final Report . Bismarck, ND . , 
North Dakota State Board for Vocational and 
Technical Education, 1977. 

215-13 RCU Feirer, John L., I.A. Metalwork. Peoria, 

IL., Charles A.Bennett, (c1965). Grades 7-9. 

215-13 VOC Feirer, John L., Metalwork. Second Edition". 

1970 Peoria , IL . , Char les A. Bennett , ( c1970) . 

Grade 7-9. 

215-14 RCU Bender, Myron, Educational Specifications 

Handbook on Facilities, and Instructional 
Equipment for North Dakota Secondary School 
Industrial Arts Program.- Final Report. 
Bismarck, ND". , North Dakota State Board for 
Vocational Education, 1978. 

215-15 RCU Archuleta , Sol , Career Education Through. 

Industrial Arts Processes, Santa Fe, NM., 
Nev; Mexico State Department of Education, 
/. nd . 

215-16 RCU Taxis, David, California Industrial 'Arts ' 

Education. ProjL;ram Guide. Sacramento, 
CA.. California State Department of 
Ed u est ion, 19T5. 

215-17 RCU Industrial Ar ts Ed ucation . Guide for Curriculum 

and Program Planning. Secondary Level . 
Albany, NY., The University of the State of 
New York, 1979. 

215-19 • RCU Groneraan, Chris H. , General Industrial 

Education. Fifth Edition. New York, 
^ McGraw-Hill , ( c197U ) '. Grade 7-9. 

215-20 RCU Wilbur, Gordon 0., Industrial Arts in General 

Education. Fourth Edition.. New' York, 
Inte.xt Educational Publishers, (c1973). 

215-21 CURR Glenn , Harold T: , Exploring Power Mechanics. 

Revised Edition. > Peoria, IL . , Charles A. 
Bennett , ( c1 967 ) . 
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215-21 RCU Glenn, Harold T., Exploring Power Mechanics. 

1973 Third Edition. "-Peoria. IL., Chas. A. - 

. . Bennett , (c 1 973) . 

215-22 IE Miller , Wilbur. R. , Teaching Elementary 

Industrial Arts. South Holland, IL . , 
^Goodheart-Willcox , (c1970). 

215-22 RCU Miller, W.R., . Teaching Elementary Industrial 

Arts. South Holland, IL . , 
' Goodheart-Willcox (cl 970). 

215-23 CURR Edwards, Lauton . Industrial Arts Plastics. 
• • Peoria, IL., Chas. A. Bennett. (c1964). 

215-23 . RCU Edwards, Lauton, Industrial Arts Plastics. 

Second. -Edition . Peoria, IL.. Chas. A. 
Bennett ,: ( c1 974 ) . Grade 10-12. ^ 

215-24 RCU Smith, Lavon B., Elements of American 

Industry. ' Bl oora ing ton , IL . , McKnight and 
McKnight . (c1 966) . 

215-25 RCU Gerbracht, Carl... Under s t and ing Amer i'c a ' 3 

^1971 Industries. Second Edition. Bloomington, 

. IL. ,, McKnight , (c1971). Grade 7-9. 

215r-26 RCU , Lindbeck, John R., Gener al Ind us tr y . 

Peoria, IL., Chas. A. Bennett, (CI969). 

215-27 CURR Olson. Delmar W.. IndustriaT Arts for tiie 

General Shop. Third Edition. Englewood 
Cliffs, NJ., Prentice-Hall, (c1968). 
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TECHNICAL EDUCATION 



216-1 RCL) Anderson, John G., Technical Shop 

Mathematics. New Yor k, . Ind ustr i al Press, 
(C197U) . 

216-2 RCU Carter, pichard H. , A Curriculum Guide for 

Technical Graphics. Augusta, ME., State 
" of, Maine Department of Educational and 
Cultural Services, 1972*, 

216-3 ' RCU Steingress, Frederic M., . Low Pressure 

Boilers. Chicago, American Technical 
Society, ('c1970)w 

216-U RCU ■' Burdette, Clarence, . Elementary' Surveying. 

Danville , WV. Boone County Vocational 
Technical Center, 197&. 

216-5 RCU Hudiburg , Everett , Rescue Practices in Fire 

Service Training . Third Edition. 
Stillwater , OK. , Oklahoma Sta te Un i ver si t y , 
C1963. 

"216-6 RCU Hudiburg, Everett, Fire Hose Practices. Fifth 

Edition. Stillwater , OK. , Oklahoma State, 
University, c1968. 

216-7 RCU Hudiburg, Everett, Fire Strelam Practices. 

Fourth Edition. Stillwater, OK., Oklahoma' 
State University, CI966. 

216-8 RCU Hudiburg, Everett, Salvage and Overhaul 

Practices. Stillwater, OK., Oklahoma State 
University, c1969* 

216-9 RCU Hoerner, James L., Challenges of the Future 

- in Post secondary Occupational Education . 

Blacksburg, VA., Virginia Polytechnic 
Institute and State University, 1977. 

216-10 RCU Compo, Louis, Mechanics: Statistics. A 

Syllabus. New Brunswick, NJ., 
Rutgers — The State University, 1971.^ 

216-11 RCU University of Toledo* Librar y Technical 

Assistant. A Su gges ted two-Year Post-High 
' School Curriculum. -Springfield, IL . , 

Board of Vocational Education and 
Rehabilitation , rid . 

216-12 RCU Soles, Robert L., Natural Resources 

Technologies. A Suggested Post High School 
Program Development Guide. University 
Park, PA. , Pennsylvania State University, 
(1971) . 



216-1M - RCU Brown, Curtis M., Boundary Control and Legal 

Pr iriciples.How Surveyors Locate Land 
Boundaries. Second Edition. New York, 
John Wiley, (c1 969 ) . 

216-15 RCU Townsend, Gilbert, How to Plan a House.. 

Chicago, American Technical Society, 
(c1958) . 

216-16 RCU McClay, David R.. • Natural Resources 

, Technologies . A Suggested Post High School 
Program Development Guide. University ■ 
Park, PA. , The Pennsylvania State 
University, 1973. 

i 

216-17 RCU Arnold, David S., Municipal Fire 

Administration. Seventh Edition. - Chicago - 
IL . , International City Managers 
Association, (c'l 967 ). 

216-18 RCU^ West Virginia Vocational Curriculum Laboratory, 

Mapping. Competency Based Curriculum. 
Charleston, WV., West Virginia Department of 
^ Education , 1978 . 

216-19 : RCU ' Doyle, Lawrence E.,. Man.uf actur ing Processes 

and Materials for Engineers. Second Edition • 
Englewood Cliffs, NJ., Prentice-Hall, 
(C1969). 

216-20 RCU Adams, L.R., Vocational Program Development 

1 in the Applied Science,3. Kennewick, WA.,' 
Kennewick School District, 1979. 

21>6-.22 RCU Spence, William P., Architecture. Design. 

1979. Engineering. Third Edition. Blooraington , 

IL., McKnight, (c1979). 

216-23 RCU Singer r Bertr and B. , Mathematics for 

Industrial Careers. New York, 
McGraw-Hill , (c1974 ) . 

216-26 RCU A Catalog of Performance Objectives, 

Criterion-Referenced Measures and 
Performance Guides for Patrolman. 
Atlanta , GA . , Vocational-Technical Education 
Consortium of States, c197i8. 
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TRADE AND. INDUSTRIAL OCCUPATIONS 

2.17-1-1 RCU Johns-Manville , Air Handling Systems. 

Denver; CO., Johns-Manv ilie , nd . 

217-1-2 RCU Anderson, Edwin P., Home Refrigeration and 

Air Conditioning. Second Edition. 
Indianapolis, IN., Howard W. Sams, (c1966). 

217-1-3 RCU Frass, Melvin R., An Analysis of the Air 

Conditioning,- Refrigeration and Heating 
Occupations. Columbus, OH., The Ohio 
State University , nd . 

217-1-11 RCU Hill, Clair S., A Survey of Common Elements 

.1 in Appliance, Refrigeration andAir 

Conditioning. F.inal Report. Flagstaff 

AZ . , Northern Arizona University , 1976 . 

217-1-5 'RCU Connecticut State Department of Education, 

Heating and Piping . Progress Record, Theory 
Outline and Job Assignment. Plan Book. 
Hartford, CT., Connecticut- State Department 
of Education , 1 976. 

217-1-6 RCU The Ohio State University , An Analysis of the 

Tasks and Activities of Heating, Air' 
Conditioning and Refrigeration Occupations. 
Columbus, OH., The Ohio State University, 
(1976).' 

217-1-7 RCU Lang, V. Paul, < Heating and Cooling Safety. 

Albany, NY., Delmar, c1977. 

217-1-8 RCU Paris, Kamil J., Electricity in Refrigeration 

and . Air Conditioning. Part 1. . New 
Brunswick, NJ . , Rutgers — The State 
University^, 1 978. - 

217-1-9 RCU Air Conditioning and Refrigeration. Progress 

Record, Theory Outline. and Job Assignment 
Plan Book. Hartford , CT. , Connecticut 
State Department of Education , .1 980 . 

217-1-10 RCU. Environmental Systems. Progress Record, Theory 

Outline and Job Assignment Plan Book,' 
Hartford, CT., Connecticut State Department 
of Education , 1976.' 

217-2-1 RCU Whirlpoo/{, Basic Electricity for Appliances . 

Second Edition . Benton Harbor, MI., 
1 Whirlpool, (c1975). 

217-2-4 RCU Whirlpool, Range Serv ice . 

Electr i<5 — Microwave — Gas . Benton Harbor , 
MI., Whirlpool, (c1977). ( 
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217-2-5 • RCU Whirlpool, Central Air Conditioning Service. 

Second Edition. Benton Harbor, MI., 
Whirlpool , (c1977) . 

217-2-6 Pt.I Whirlpool, Refrigeration Service. Part I. 

RCU Second Edition. Benton Harbor, MI., 

Whirlpool ; ( C1974) . 

/ 

217-2-8 RCU Hallmark, Clayton L.,^ / Microwave Oven Service 

and Repair. Blue Ridge Summit, PA., Tab, 
(C19-77). 

217-2-9 RCU Lemons, Wayne, Small Appliance' Repair Guide. 
Vol. I Vol. I. Blue Ridge Summit, PA., Tab 

Books, (c1 975 ) . , 

217-2-9 RCU Sands, Leo G., Small Appliance Repair 

Vol.2 Guide — Volume II. Blue Ridge Summit, PA., 

Tab Books, (c19/74) . 

217-2-10 RCU Electro-Mechan ical Serv ices . Progress Record; 

Theory Outline and Job Assignment Book. 
Hartford, CT.i Connecticut State Department 
of Education , 1 977. 

217-2-1 1^,= RCU Anderson, Edwin P., Home Appliance Servicing. 

Third Edition. . I'id i ana pol is IN., Howard 
W.. Sams, (c197M) . - 

217-2-12 RCU Lamere, Bernar'd, Guide to Home Air 

. Cond itioner s and Refrigeration Equipment . 
RO*chelle Park,.NJ., (a1 963). 

217-2-13 RCU Porter, Cliff, Basic Appliance Repair . Volume 

1. Dishwashers, Garbage Disposers, Electric 
Ranges and Oveus. Rochelle Park, NJ 
. Hayden Book , ( c 1 971 ) . 



217-2-m RCU Schweitzer, Gerald, Basic Air Conditioning. 
Vol.1 Volume I. Rochelle Park, NJ., Hayden 

Book, (c1971 ) . . 

217-2-15 RCU Lemons, Wayne , Ma j or Appl i ance Repair Guide.- 

Blue Ridge Summit, PA., Tab Books, (c1971). 

217-3-1 RCU Stockel, Martin W., Auto Service and Repair. 

South Holland,. IL . , Goodheart-Willcox , 
(c1978) 

217-3-1 VOC Stockel, Martin W. , Auto Service, and Repair. 

. * South Holland, IL., Goodheart-Willcox, 

(C1 978 ). . 

217-3-2 RCU Roeing, Richard S. , Auto Engine Tune-Up. 

Second Edition. Indianapolis, IN., Howard 
W. Sams, (c1970). 
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217-3-3 RCU/ Sargent, Robert L., Automobile Sheet MetaT 

Repair . Second Edition . . Radnor , PA. , 
Chilton Book , ( c 1 969) • 

217-3-^ RCU Motor Vehicles Manufacturers Association, 

Know How. What it Takes to Make Your Car. 
Detroit MI., Motor Vehicle Manufacturers, 
nd . • 



217-3-5 RCU Motor Vehicles Manufacturers Association, 

Li felines . Detroit , Motor Vehicles 
Manufacturers. Association, nd. 

217-3-6 RCU MOOG Automotive, Mobg Passeng^er Car Front-end 

Serv ice Manual . Inspection and Service. 

St. Louis, MO., Moog Automotive Inc., 
(C1 976 ) . 

217-3-7 RCU Sessions, Keith, Fi;ain' Up Your Van on a^ ^ 

Budget. . Blue Ridge Summit, PA., Tab 
' Books , ( C1977 ) . 



217-3-11 RCU 



.McLeod , John , Auto Mechanics . Braking System 

Modules 93-1 03. Columbia , SC. , State^ 
• Department of Education, 1978. 



217-3-12 



O'Brien, Ralph D.,. Automotive Mechanics 
Block III Instructional Program. Block III. Automotive^ 



RCU^ 



Electricity. Frankfort, KY 
Department' of Education , nd • 



State 



217-3-12 

Block IV 
RCU 



0 »Br ien , Ralph D> Automotive Mechanics 

Instructional Program . Block IV. Fuel 
System. Frankfort,KY., State Department 
of Education , nd . 



217-3-12 O^Brien, Ralph D., Automotive Mechanics 

Block V Instructional Program. Block V. Tune Up. 

RCU Frankfort, KY . , State Department of 

Education , nd . 



217-3-12 

Block VI 
RCU 



217-3-1 3 RCU 



217-3-14 RCU 



217-3-15 RCU 



O'Brien, Ralph D., Automotive Mechanics 

Instructional Program. Block VI. Cooling 
System . Lexington , KY . , University of 



Kentucky, nd . 



Automotive Laboratory Course. |5^ade 10. Progress 
Record, Theory Outline and Job Assignment 
Plan Book. • Har t f or d , CT . . . Connecticut 
State Department of Education. 1978. 

Fluharty, Lonnie , West Virginia Competency 

Based Curriculum. Auto Mechanic3. Ripley, 
/ W V . , Voca t ional " Cur r icuLum Laboratory, 1977. 

Wiley, George, Automotive Mechanics. Concept 
Sample. Athens, GA . , University/^iof . " 
Georgia , nd • 
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217-3-16 * CURR Rhone, L . C /, Total Auto Body Repair. New 

York, Howard W. Sams, (c1976). 
\ 

217-3-17 RCU Glenn, Harold T.^ Automobile Engine 

Rebuilding and Maintenance. Second Edition. 
Radnor, „PA., Chilton, (cl.967). 

217-3-18 RCU Day, Gerald F. Resource Guide for 

Performance-Based Auto Body Instruction. 
College Park, MD., University of Maryland., 
1977. 

\ .- 

217-3-19 RCU Performance Objectives, 

> Criterion-Referenced Measures and 

Performance Guides . Automotive Mechanics. 
Augusta, GA., Vocational-Technical Education 
Consortium of States, c1977. 

2^17-3-19 REF Performance Objectives, 

• RCU Cr iter ion-Referenced Measures, and 

^Performance Guides. Automotive Mechanics. 
Augusta, GA., Vocational-Technical Education 
, Consortium of States, CI977. 

217-3-20 ITCU _ A Catalog of Performance Objectives, 

Criterion-Referenced Measures and. 
Per form ance Guides for Auto Bod y Repairman. 
Augusta; GA., Vocational-Technical Education 
Consortium of Statea, nd . ' 

217-3-20 REF A Catalog of Per-formance Objectives, 

RCU Cr iter ion-Referenced Measures and 

Performance Guides for Auto Body Repairman . 
Augusta , GA. , Vocational-Technical- Education 
Consortium of States, nd . 

217-3-21 RCU DiPiero, Louis, Auto Body Repair and 

Reflnishing. East Brunswick, NJ., 

Middlesex County Vocational and Technical 
High Schools , ^ 1 975. 

217-3-22 RCU Hill, Harry G., Interpreting Automotive 

"Systems-. Albany, NY., Delmar, c 1977. 

217-3-23 RCU Hydra-matic 375, MOO, 475 & 425 Systematic 

Trouble Shooting. , Ypsilan.tl, MI., General 
Motors Corp., c1973. 

217-3-24 RCU General Motors, Power Goes to Work in the 

Automobile. An Introduction to the 
Transmission of Power. Detroit, MI., 
GeneralMotors Corp., c1969k 

217-3-25 RCU General Motors, Radio Service Manual. 1977 

Edition. Detroit, MI., General Motors, 
C1976. 
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217-3-26 RCU Ford Motor, Wheel Al ignment and Balance. 

Programmed Instruction Book. Dearborn , 
MI., Ford Motor Co., c1970. 

217-3-27 RCU General Motors, .Opel Chassis Service Manual. 

1977. Flint., MI. , General Motors Corp., 
' CI977. 

217-3-2.8 RCU General Motors, Unit Repair (Overhaul) 

Manual. Covering Passenger Cars and Light 
Duty Trucks. 1978. Detroit, MI., General 
Motors Corp., c1978. ' 

217-3-29 RCU General Motors, Truck.. Service Manual. Light 

•Duty Trucks Series .1 500 thru 3500. GMC 1 977. 
Detroit, General Motors Corp., 1976. 

217-3-30 RCU Ditzler Automotive Finishes , Ditzl^r Repaint. 

GeneralMotor3Corp.^c1978. 

217-3-41 RCU General Motors, Small Car Brake Service 

Manual. Detroit, MI., General Motors 
Corp . , c 1 976. 

217-3-44 RCU Auto Body. Progress Record , Theory Outline and 

job Assignment Plan Book. Hartford, CT., 
Connecticut State Dep.ar tmen t of Education, 
1976. \ 

2J7-3-.45 RCU Automobile Cour sef-. Progress Record, Theory 

Outline and Job Assignment Plan Book. 
' Hartford, CT . , Connecticut State Department 
of Education, 1978. : / 

217-3-46 RCU Day, Gerald F., Resource Guide for 

Per formance -Based Auto Mechanics 
Instruction. College Park, MD., 
University of Maryland , 1 977. 

217-3-48 RCU Crouse, William H., Automotive Mechanics. 

Seventh Edition. New York, McGraw-Hill, v 
(c1975 ). , 

217-3-49 RCU Croiise, William H. , Automotive Chassis and 

Bod y . . Suspen s ion . Steer ing . Al ignment . 
Brakes. Tires. Air Conditioning. ■ Fifth 
Edition. New York, McGraw-Hill, (c1976). 

217-3-50 RCU Tbboldt, Bill, Autobody. Repairing and 

Repainting. ' South Holland, IL . , 
Goodhear t-Willcox , (c1 979 ). 

217-3-51 RCU Schulz, Erich J.. ^ Diesel Mechanics. New 

York, McGraw-Hill, (c1977). 

■* 

217-3-52 RCU Oldham, Joe, The New Mercedes-Benz Guides 

Blue Ridge Summit, PA., Tab Books ,( c 1 977 ). . 
Modern Sports Car Series. 

/ ■ 
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217-3-53 RCU Hallmark,- Clayton L., The Complete Auto 

Elec tr ic Handbook-A Practical Guide to 
Diagnosis and Repair. Blue Ridge Summit, 
PA., Tab Bocks., (c1974). 

217-i4-1 RCU Aircraft Maintenance Technician. Progress 
\ . Record, Theory Outline and Job Assignment 

Plan .Book. Hartford, .CT., Connedticut 

State Department of Education, 1978. 

j 

217-5-1 RCU Lincoln Electr ic Co.', How To Read Shop 

Drawings. Cleveland, OH., Lincoln 
Electric, (c196l). 

217-5-2 RCU Advanced Blueprint Reading for Machine Trades — 
Vol.1 Suggested Unit Course. Volume I. Albany, 

NY.. (01962). I 

217-5-3 RCU Bellis, Herbert F., Blueprint Reading for the 
" Construe tioV; Trades . Second Edition. New 

York, McGraw-Hill, (c1978). 

217-7-1 RCU .Untracht, Oppi , Enameling On Metal. 

Radnor, PA., Chilton, (c1957). 

217-7-2 RCU Sokolowski, Kathleen, Exploring the Applied 

Arts. New Brunswick, NJ., Rutgers — The 
State University, 1977. 

217-7-3 RCU von Neuman, Robert, The Design and Creation 

of Jewelery. Radnor, PA;, Chilton Book, 
(c1972) . 

2^7-9-2 VOC Eastman Kodak Company, Lithographic 

Platemaking. Curriculum Guide. Rochester, 
NY., Eastman ^Kodak, nd . 

217-9-2' RCU Ea stman Kodak Company, Lithographic 

Platenaking . ,Cur r iculum Guide. Rochester, 
NY., Eastman Kodak, c1972. 

217t9-^' RCU Eastman Kodak Co., Outline For Teaching a 

' Course in Basic Movie Making. Rochester, 
NY . , Eastman Kodak Co . . nd'. . . 



217-9-5 RCU ■ Consumer Markets Division, Outline For-. 

Teaching a Course in Basic Darkroom 
Technique. Rochester, NY., Ea stman KodakT 
nd . ' 
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217-9-6 RCU Eastman Kodak Co. Outline For Teaching a 
* Course in Advanced Photography'. 

Rochester , NY. , Eastman Kodak Co . , nd * 

217-9-7 IE Eastman Kodak, Color Separation: Curriculum 

Guide. Rochester, NY., Eastman Kodak, 
(C197U). 
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217-9-7 RCU Eastman Kodak, • Color Separation: Curriculum 
^ .■ Guide. Rochester, NY., Eastman Kodak, 

(C197U) . 

217-9-8 VOC Eastman Kodak, Hal f t one Photogr aphy : 

Curriculum Guide. Rbchester, NY., Eastman 
Kodak, c^1972. 

217-9-9 . VOa Eastman Kodak Company, Line Photography: 

Curriculum Guide. Second Edition. 
Rochester, NY., Eastman Kodak, (c1972). 

217-10-1 RCU Owens-Corning Fiberglas, Energy Saving Homes. 

The Arkansas Story. Toledo, OH. , , 
Owens-Corning Fiberglas, 1976. ' 

217-10-2 RCU' Brubaker, J. Elwood, Course of Study For 

Painting and Decorating. Harrisburg, PA., 
Pennsylvania Department of Education, 1977. 

217-10-3 RCU ' Bear, W. Forrest, Rafter Layout With The 

Framing Square for School and Home Workshop. 
St.. Paul. MN., Hob.ar Publications, (c1966). 

217-10-U RCU Heppa, Victor, Blueprint Reading for Masons. 

New Brunswick*. NJ., Rutgers — The State 
' University, 1975. 

■ 217--10-5 RCU Henderson, Joseph, Building Construction 

.Technology. A Suggested Curriculum. New 
Brunswick, NJ . . Rutgers — The State 
University, 1975. 

-247-1 0-6 RCU ^...^ — ^Ahr,'"'Charles . Masonry. Teacher's Guide. 

— --^ \^ New Brunswick, NJ., Rutgers — The State 

■'"^ University, 1973. . - 

217-10-7 RCU Connecticut State .Department of . Education , 

Painting and Decorating. Progress Record., 
Theory Outline and Job Assignment PlantBoo.k.. 
. Hartford, CT. , Connecticut State 
Department of Education, nd . 

217-10-8 RCU West Virginia 'Building Construction .Teacher s , 

Building Construction. Competency -Based 
Education Cur r iculum . Charleston, WV., 
West Virginia Departm^t of Education, 1 977. 

217-10-9 RCU Aherns, Dbnald L., CoAcrete and Concrete 

Masonry. St. Paul, Mn Hobar . (c1 976). 

217-10-10 RCU Pollock, Steve, ^Heavy Equipment Operation and 

Maintenance: A Curriculum Guide. 
Spr'ingfield . IL . , Illinois Office of 
; Education , 1 976. 

217-10-11 RCU AFL-CIO Appalachian Council, Building 

Vol.1 Materials and Methods Technology . Volume I. 

Charleston, WV., AFL-CIO Appalachian 
Council, 1972. ^ 
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217-10-11 RCU 

Vol.11 



217-10-11 RCU 

Vol . Ill 



217-10-11 RCU 
Vol. IV 

i 



AFL-CIO Appalachian Council, Building 

Materials and Methods Technology. Volume II, 
Charleston, WV., AFL-CIO Appalachian 
Council, 19.73. 



AFL-CIO Appalachian Council, Building 

Materials and Methods Tochnol\og y . Vol u me 
III. Charleston, WV., .AFL.-\ciO Appalachian 
Council , ( C1974 ) . 



7 



AFL-CIO Appalachian Council, Building 

Materials and Methods Technology. Volume IV, 
Charleston, WV., AFL-CIO Appalachian 
Council , (c1975 ) . 



217-10-12 RCU 



217-10-12 REF 
RCU 



217-10-13 RCU 



A Catalog of Per form an ce Objectives, 
Criterion-Referenced Measures and 
Per form ance Guides. Carpenter. Augusta, 
GA. , Vocational-Technical Education 
Consortium of States, c1977. 

A Catalog of Performance Objectives, 
Criterion-Referenced Measures and 
Performance Guides. Carpenter. Augusta, 
GA . , V'oca t ional-Techn ical Education 
Consortium of States, c1977. 

A Catalog of Per forma nee Objectives, 
Criterion-Referenced Measures and 
Per form ance Guides for Plxambing . Augusta 
GA. , Vocational-Technical- Education 
Consortium of States, nd . 



217-10-1^3 REF 
RCU 



■A Catalog of Performance Objectives, 
Criterion-Referenced Measures and 
Performance Guides for' Plumbing. ' ..Augusta 
GA., Vocational-Technical Education 
Consortium of States, nd . 



217-10-15 RCU 



217-10-16 RCU 



217-10-17 RCU 



217-10-18 RCU 



Heppa , Victor , Basic Estimating, for Masons . 
New Brunswick, N J . , Rutgers — The State 
University, 1976. . 

Christensen, Herman, . Painting and Decorating 
Course "of Study Outlines. Volume XIX. 196.6 
Editi on . Ne\w Brunswick, NJ. , Middle s e x 
County Vocational and . Techn ical * H igh ' 
Schools, 1966. Course of Study Outl ines . 



Skapinetz, Theodore , Plumbing.- 
Course of Study Outline. 1967 
New Brunswic^, NJ., Middlesex 
Vocational and Technical. High 
Course of Study Outlines. 



Volume XXI. 
Edition . 
County 

Schools , 1967 



Or avetz , Jules , ' 
:Indianapolis, 



Building Maintenance. 
IN., Theodore Audel ( c 1 966 ) 



ERLC 
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217-10-18 VOC Oravetz, Jules, Building Maintenance, Third 
1977 Edition. Indianapolis, IN., Theodore 

Audel, (c1977). 

217-10-19 RCU Blendermann , Louis , Design of Plumbing and 

Drainage Systems. Second Edition . New 
York, Industrial Press, (c1963). 

217-1.0-20 RCU Dezettel, Louis, Masons and Builders Library 

Volume 1. Concrete, Block, Tile, Terrazzo. 
Indianapolis, IN., Theodore Audel, (c1972). 

217-10-21 RCU Dezettel, Louis M. , ' Masons and Builders 

Library Volume II. Bricklaying, Plastering, 
Rock Masonry, Clay Tile. Indianapolis, 
IN., Theodore Audel, (c1972). 

217-1 0-22, VOC Ulrey, Harry F. , Carpenters and Builders 

Library, No. 1: Tools, Steel Square, 
joinery. Indianapolis, IN., Howard W. 
Sams , ( c'1 970) . ' 

217-10-23 VOC Ulrey, Harry F. , Carpenters and Builders 

Library, No. 2: Builders .Math, Plans, 
Specifications. Indianapolis, IN., Howard 
W. Sams , ( c 1 970) . 

217-10-23 RCU Ball, John E. , Carpenters and Builders 

1976 Library, No. 2: Builders Math, Plans, . 

Specifications. Indianapolis, IN., Howard 
W. Sams , ( c 1 976) . 

217-10-24 VOC Ulrey, Harry F., Carpenters and Builders . 

Library No. 3t Layouts, Foundations, 
Framing. Indianapolis, IN.,' Howard W. ' 
Sams , ( c 1 970 ) . 
t' ' " . 

217-10-25 VOC Ulrey, Harry F. , Carpenters and Builders 

Library, No. 4: Millwork,, Power Tools, 
.Painting.. Indianapolis, IN., Ho ward W. 
Sams , ( c 1 970) . 

217-10-25 RCU Ball, John E. , Carpenters and Builders 
1976 Library, No. 4: Mtllwork, Power Tools, 

Painting. Indianapolis,IN., Howard W. 
Sams , ( c 1 976) . 

217-10-27 RCU Kicklighter , Cl^ois E. , Modern Masonry. Briok, 

Bloc k , Stone * South Ho 11 and , XL . , 
^ Goodhear t-Willcox , (c1977 ). 

217-10-28 RCU White, George R . ,: Concrete Technology. 

Albany, NY.,' Delmar Publishers,' c1977. 

217-10-29 RCU Lincoln Public Schools, Competencies for 

Articulation. Carpentry. Nebraska State 
Board for Vocational Education, nd . 
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217-10-30 RCU 



217-10-31 RCU 



Nikol Vojkan , Car pentiv/. Blueprint 
In:ter pretation . Ne/W Brunswick, NJ 
Rutgers — The State University, 1971.' 



/ i ■ 

/ Development of j a Common 

for Building, Trades in 

N^br th Dakota .Final Report . Bismarck , ' 

/ND . , State Board for Vocational Education , 

1978. 



Fargo jPublid Schools 
Pi^ogram of. Study/ 



217-10-32 RCU 



rex as 



Masonr y . Instructor ' s 



Texas Education 



Ed uca t ion Agenc y , 
Guide . /Austin , TX. 
Agency, 1975. 

Construction Ind us try Ser ies . 
Contents: Instructor 's Guide, 
Articulation Guide, Student Manual 



217-10-32 VOC 



Texas Education Agency, Masonry. 

TX., Texas Education Agency, 1975 .' 
- Cons tr uc t ion Ind us try Series.,' 
Contents: Instructor's Guide,! 
Articulation Guide, Student Manual 



Austin 



217-10-33 RCU 



217-10-33 VOC 



Texas Education Agency, Finishing.. Austin, 
TX., Texas Education Agency, 1 975-. 
Construction Industry Series. 
Contents: Instructor's Guide. ^ 

Texas Education Agency, . Finishing. Austin, 
TX., Texas Education Agency, 1975. 

Construction Ind us try Ser ies . 

Contents : Instr uc tor ' s Guide , 
Articulation Guide, Student Manual, 



217-10-3^ RCU 



Texas Education Agency,^ Engineering., Support 
and Management Services. Instructor 's Guide 



Austin, TX., Texas Education Agency, 
Construction. Industry Series . > 
Contents: Instructor's Guide. 



1 975. 



217-10-34 VOC 



Texas Education Agency, Engineering 
and Management Services. Austin, 
Texas Education Agency, 1975.. 

Construction Ind us try Series. 



Conten ts 
Articulation 



Instructor's Guide , 
Guide, Student Manual 



Suppor t 
TX . , 



217-1 0-35 RCU 



Texas Education Agency, Wood . 
Texas Education Agency, 1975. 

'Construction Industry Series. 
Contents: Instructor's Guide, 
Articulation Guide , Student Manual 



Austin , TX, 



2.17-10-35 VOC 



Texas Education Agency, Wood. 
Texas Education Agency, 1975. 
' Construction Ind us try -Series 



Austin , TX. ' 



Contents^ 
Ar ticula tion 



Ins'fir uctor ' 3 Guide, 
Guide , Stude n t Manual 



EKLC 



217-10-36 RCU Texas Education A'^ency,. Careers in 

Construction . Aust in , TX. » Tex as 
Education Agency, 1975. 

Construction Ind us tr y . Ser ies . 

Contents: Instructor's Guide. 

217-10-36 VOC Texas Education Agency, ^/aVeers in 

Construction. Austin, TX., Texas 
Education Agency, 1975. 

Construction Industry Series. 

Contents: Instructor 's Guide , 
Articulation Guide, Student Manual. 

217-10-37 RCU Texas Education Agency, Electricity. 

Austin, TX., Texas Ed uc a t ion ^ Agenc y , 1 975.^ 
Construction .Industry Series. 
Contents: Instructor's Guide, Student 
Manual . 

217-10-38 RCU Texas Education Agency, Metal. Instructor's 

-Guide. Austin, TX. , Texas Ed.ucation 
i Agency, 1975. 

Construction Industry Series. 
Contents: Instructor's Guide, Student 

N Manual 

I ^ . . 

217-10-39 RCU Re\iner, Wayraan R., Residential Carpentry. 

\ \ Instructional Units . Still water , OK . , 
\ estate Department of Vocational; and Technical 
' \ Ed^iication , 1973. 

217-1o|-MO RCU Long, Melvi^ J.. Concrete Construction. A 

Syllabus . New Brunswick, NJ . , 
Rutgers — The State University, 1973. 

2l'7-10-m RCU Portland Cement . Association Concrete 

Technology. Instru.ctor's Guide. Chicago, 
IL., Portland Cement Association, (c1965). 

217-10-42 RCU Lo4:ig , Melvin J., Soils and Foundations. A v 

Syllabus". New Brunswick, NJ. , - 
Rutgers — The State University, 197^. 



217-10-M3 RCU Building Construction. Columbia, MO., 

Vol .1,11. ' Uniy er si ty of Mi ssour i — Columbia , 1 972. 

■ " / 

217-10-MM RCU Commercial Carpentry. Curriculum Material. 

Stillwater, OK., OklahomaState Board of 
Vocational and Technical Education, nd . 

217-10-45 RCU. Babineau, Bernard, A Curriculum Guide for 

Plumbing, Heating and Air Conditioning. 
Augusta, ME. 5 Department of Educational and 
Cultural Services, 1972. 

217-10'-M8 RCU , Masonry, Trade Analysis, Hartford, CT., 

Connecticut. State Department of Education , 
^ 1973. 
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217-10-49 RCU 



217-10-51 RCU 



Carpentry. Progress Record, Theory Outline and 
Job Assignment Plan Book. Hartford, CT., 
Connecticut State Department of Education, 
1980. 

Masonry . Progress Record, Theory Outline and Job 
Assignment PI an Book . Har t f ord , CT . ^ 
Connecticut State Department of Education , 
1980. 



217-10-52 RCU 



217-10-53 RCU 



217-10-54 IG 

CURR 



217-10-55 CURR 



2t7-10-56 SM 

RCU 



217-10-56 TG 
RCU 



217-10-57 RCU 



217-11-1 RCU 



217-1 1 -2 . RCU 



217-11-3 RCU 



Day, Gerald F. , Resource Guide for 

Performance-Based Masonry Instruction . 
College Park,.MD., University of Maryland, 
1 977. 

Using Gypsum'Board for Walls and Ceilings. 

Evanston, IL., Gypsum Association, c1979. 

Roark, William F., Bricklaying Vocational 
Tr a in ing . Instructor ' s Gu ide . McLean , 
VA., Brick Institute of America, c1973. 

Cook, Gerald, An Analysis of the Masonry 

Occupation. Columbus, 0H«, The Ohio State 
University, 1976. 

Long, Diana, Masonry. Student Material. 
Competency Based Education Curriculum. 
Ripley, WV. , West * Vir g in i a Vocational 
Curr iculum Laboratory , 1979« 

Long , Diana , Masonry. Teacher ' s Guide . 

^Competency Based Educati[.on Curriculum. 

Ripley, WV., West ' Virgin ia Vocational 
' . Curriculum Laboratory, 1979. 

Maldon , Leo D., How to Build with Stone, 
, Brick, Concrete and Tile. Blue Ridge 
Summit, PA., Tab Books, (c1977). 

Kempton, Robert F., Performance Analysis for 
Builditig Maintenance Occupations.- 
Springfield, IL., Illinois Office of 
Education , 1976 . 

Kempton, Robert F., Teaching , Guide For 
. Building Maintenance Occupations., 
Springfield, IL., Illinois Of Tice' of 
Ed uca tibn , 1976. 

A Catalog (Of Tasks , Per form a nee 
Objectives, Performance Guides, Tools, and 
Equipment. Janitor. Atlanta, GA., 
Vocational-Technical Education Consortium of 
V States , c 1978. . ' 
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217-11-3 REF A Catalog of Tasks Per formance 

RCU Objectives, Performance Guides, Tools, and 

Equipment . Janitor . Atlanta , GA . , 
..Vocational -Technical Education Consortium of 
States, c1978. 

217-12-1. RCU - A Catalog of Tasks, Performance 

ObJe,ctives, Performance Guides, Tools, and 
Equipment . Diesel Mechanic. Augusta, GA., 
Vocational-Technical Education Consortium of 
'States, C1979. . ' 

217-12-1 REF A Catalog of Tasks, Performance 

RCU Objectives, Performance Guides, Tools, and 

Equipment . Diesel Mechanic . Augusta , GA. , 
Vocational-Technical Education Consortium of 
• States, C1979. 

217-12-2 SLP Dallas Independant School District,^ Diesel 
RCU. Technology. Student Learning Plan. New 

York, Harper and Row, (c1976). 

217-12-3 RCU Cummins Engine Co., Diesel Engine Training 

Courses for Service Apprentice, Service 
Technician, -Senior Technician and Master 
Technician ( Jour rieyman ) . Columbus, IN 
Cummins Engine Co., ( c 1 972-c 1 975 ) . 



217-12-U IG Water Pump Rebuild. Instructor's Guide.' 

RCU Cummins Society of Technicians, 1976. 

217-13-1 RCU Brown, Walter c! , Drafting For Industry. 

South Holland, ILj., Goodheart-Willcox , 
; Uc1978) . — 

217-13-2 RCU Mossman,' Marshall L., Drafting: Basic 

Techniques. Ann Arbor MI . , Prakken, 
(c 1969) . . 

217-13-3 ,RCU Wallach, Paul, ' Metric Drafting. Encind, 

CA., Glencoe, (c1979). 

217-13.-r4 RCU Yaslow, Samuel-, ^ Elements* of Mechanical 

Draft^irig. New York, Industrial'- Press , 
' ... {c1969 ) . 

'/■■ '■•■/' 
217-1(3-5 RCU Hepler, Donald E. , Architecture: Drafting and 

Design. New York, NY., McGraw-Hill, 
, (c1965). 

■ ■ . . < -. 

"217-13-5 RCU Hepler, Donald E. , Architecture: Drafting and 
1971 Design. Second Edition. New York, 

McGraw-Hill, (c1971).' Grade 11-12. 

217-13-6 RCU Everly, .Al, Drafting. Competency -Based 

Curriculum. Charleston, WV., Department 
of Education, 1977. 



217-13-7 RCU Bear. W. Forrest, Planning Project 

Construction. St. Paul, MN., Hobar , 
(c1974,). 

217-13-8 RCU Vezzani , A. A. , Dies. Reading and Detailing 

Assembly Drawings . ..Ann Arbor, MI., 
Prakken Publications , ( cr972) . 

217--13-9 RCU Spence, William P., . Basic Industrial 

Drafting. Coraraug ica ting Graphically. 
Peoria, IL., Chas. A. Bennett, ('c197M). 

217-13-10 RCU Hornung, William J., Architectural Drafting. 

Fourth Edition. Englewood Cliffs, NJ., 
Prentice -Hall ,(c1966). 

217p3-11 RCU McCabe, Francis T;, Mechanical Drafting 

Essentials. Technical Sketching. Mechanical 
Drafting. Blue Pr int Read ing . , Sheet Metal 
Drafting. Fourth Edition. Englewood 
j Cliffs, NJ., Prenti.ce-HallV (c1967) . 

2T7-13-12 CURR Stephenson, George E. , Drawing for Product 

Planning. Peoria, IL., Charles A. 
Bennett. (c1970). 

217-13-12 RCU Stephenson, George E., Drawing for Product 

Planning. Peoria, IL . , Charles :A. 
/ Bennett . (c1970) . . 

217-13-13 CURR Feirer, John L., Drawing and Planning for 

f Industrial Arts. Revised Ed it ion; ' Peoria , 
IL., Charles A. Bennett,. (cl"963 ). 1 

217-13-13 IE Feirer, John L., Drawing and Planning for.. 

1975 Industrial Arts. Third Edition. Peoria, 

IL., Charles A. Benne tt , ( c 1 975 ) 

217-13-13 RCU. Feirer, John L., Drawing and Planning for 

1975 ; Industrial Arts. Third Ed it ion . Peori.a, 

IL.,- Charles A. Bennett, (c1975). 

217-13-1U IE Feirer, John L., Drawing And Pla.nning 

1975 Worksheets. Peoria, IL., Charles A. 

Bennett , (c1975) . 

2.17-13-15 CURR Fryklund , '^Verne C^. , General Drafting. Fourth 

Edition. Blooming ton IL ., McKnight &" 
McKnight., ( c1 969 ) . 

217-13-15,^ RCU , Fryklund, Verne C, General Drafting. Fourth 

Edition.' Blpomi'ng ton , IL . , McKnight & 
McKnight, (c 1 969) . 

217-13-16 CURR Bishop', Robert C. , Vermont Drafting 

Occupations Curriculum Guide. ' Montpelier, 
VT., Vermont Department of -Education , 1979. 



217-13-16 RCU Bishop, Robert C, Vermont Drafting 

Occupations Curriculum' Guide . . Montpelier, 
VT., Vermont Department of Education, 1979. 

217-13-17 RCU Barone , Mario, Architectural Drafting. 

East Brunswick, NJ., Middlesex County 
Vocational and Technical High Schools, 1975. 

2-1 7-13-1 8 RCU Day, Gerald. F.; Resource Guide for 

Pe rTo r m an ced -Based Drafting Instruction. 
College Park, MD., University of Maryland; 
■1976. 

£17-13-19 CURR Wyatt, William E. , . ^General Architectural 

'Drawing. Peoria, IL . , Charles A. Bennett, 
. . (c1 969 ).- ' 

217-1 3-19 .RCU Wyatt William E. , General Architectural 

Drawing . Peoria , IL . , Charles A. Bennett , 
• (C1969). •/ ' . . . . 

217-13-20 VOC Nelson, John A. , • Drafting for Trades and 

Industry. .Basic. Skills. Albany, NY., 
i Delmar , c 1 979 . 

217-13-21 VOC Nelson, John A., Drafting for Trades and 

Industry . Architectural . Albany, NY.., 
Delm ar , c 1 979 

217-13-22 VOC Nelson, John A., Drafting for Trades and' 

Industry. Civil. Albany, NY., Delmar, 

"" . ' CI979. 

• ■ \ / .' ■ ' ' • • '/. - 

217-13-23 VOC Nelson John A.,' Drafting for Trades and 

Industry. Technical Illustration. Albany, 
NY.^ Delmar, cl979. . 

217-13r2n VOC Nelson, John A., Drafting for Trades and 
\ Industry. Mechanical- and Electronic. 

Albany, NY ., Delmar , c 1 979 . . 

217-13-25 VOC Nelson, John A., ^ Drafting for Trades and 

Industry. Instructors Guide. Albany, NY., 
Delmar ,. ("c1979 ) ... 

217-13-26 RCU Architectural Drafting. Progress Record, Theory 
■> Outline and Job Assignment Plan Book. 

•Hartford, CT., Connecticut State Department,., 
of Education , 1980, 

'217-13-27 RCU Walker, John R., Exploring Metric Drafting. 

Fundamentals. South Holland IL., The 

\ Goodheart-Willcox - Co . , (cT980). 

217-13^-28 RCU . Spence , William P., Drafting Technology and 

Practice. Peoria, IL . , Chas. A. Bennett, 
(c1973) . Grade 9-12. • 



217-13-31 RCU Betterly, Melvi>iL., Sheet Metal Drafting. 

Second Edition. New York, McGraw-Hill, 
(01978) . 

217-13-33 RCU Marine Drafting. PrVgress Record, Theor y ^Outl in e 

and Job Assignment - PI an Book. Hartford, 
CT.» Connecticut \tate Department of 
Education , 1976. 

217-13-42 Bk.I. ' Instrumental Drawing. B^k I. Hartford, CT , 
RCU Connecticut State Def^artraent of Education, 

1979. 

217-14-1 RCU Progress Record, Theory Outline and Job 

Assignment Plan Book - Electrical. 
Hartford, CT . , Connecticut State Department 
.of Education , nd . . 

217-14-2 RCU Panslni; Anthony 'J'^r^^ Basic Electr ical Power 

Transformers., r / Rochelle Par k , NJ., Hayd^n 
Book, (cl.976) . /] 



217-IU-3 RCU Baker, Gus E., El/fectricity Fundamentals. 

New York, Howard/ W. Sams, (c1971). 

217-14-4 RCU Soderholm, L.H., Selecting and Using „ Electr ic 

Motors. Washington , . DC. , U.S. Department 
./ \ of Agriculture. 1974. 

! . 

1 • 

217-14-5 RCU \ Hoerner, Harry J., Basic Elector ic it y ' and 

; Practical Wiring.' St. Paul, MN., Hcbar , 

' / CI977.. 

217-14-6 CUR.R Lush, Clifford, Industrial Arts. Electricity. 

- . Basic Electronics .. Fifth Edition. Peoria,/ 
IL. , Charles A. Bennett^ (c1965).. 

217-14-6 RCU Lush, .Clifford K., Industrial Arts. . 

1971 ^ Electrici'ty . Basic Electronics. Fifth 

Edition . P.eor ia , IL . , Chas A. Bennett , 
(CI97I) . ' 

217-14-7 RCU Woodward Robert L., An Introduction to 

Applied Electricity — Electronics. 
Englewood Cliffs, NJ.., Prentice-Hall, 
(c196'3) . ' . 

217-14-8 RCU. .A Catalog of Tasks, Perforlna.nce • 

Objectives, Performance Guides^ Tools, and 
Equipment. Industrial Electrician. 
.., ' Augusta,, GA. , Vocational-Technical Education 

Consortium of States, '1979*. 



217-1''-8 01 ' • Industrial Electrician. Occupational 

RCU Inventory. Augusta: GA.;, 

Vocational-Technical Education Consortium- of 
. ^ta tes , . nd . 
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217-1U-8 REF 

RCU 



217-14-9 RCU 

i2.i7-1'»-10 RCU 

217-14-11 RCU 

. 217-14-12 CURR 

217-14-12 RCU 

217-14-13 CURR 

217-1.4-13 RCU 

I'-. 
i 

217-mJlU RCU 
sec . II 

217-14-15 RCU 

I 

2l7-m-l6 CURR 



217-14-16 RCU 
1974 



217-14-1-* RCU 



217-15-1 RCU 



A Catalog of Tasks, Performance 
Objectivefs, Performance Guide, Tools , and 
Equipment. Industrial Electrician. 
Augusta , GA. , Voc a t ion al -Tec hn ic al Education 
Con sor t ium of St a t es , 1 979 . ' 



Mull in , Ray C. , 
Commer ci al . 



Electrical Wiring. 

Albany, NY., Delmar ,. c 1 977. 



Rahn , Lyle E. , Experimental Electricity: A 

Laboratory Manual. New York, McGraw-Hill, 
(c1970). 

Safford, Edward L., Electrical Wiring and . • 
Lighting For Home and Office. Blue Ridge 
Summit, PA., Tab Books, (c1973). 

Miller, Rex, Experiences With Electrons, 

First Edition. Bloomington, IL . , McKnight 
& McKnight , (c1«966) . . ' 

Miller, Rex, . Experiences With Electrons. 

First Edition, Bloomington, IL . , McKnight 
& McKnight , (c1 966 ) . 

Carpenter, Thomas J., Electrical Trades 
Curriculum Guide. .Mpntpelier, VT., 
Vermont Department of Education, 1979- 

Carpenter, Thomas J., Electrical Trades . 
Curriculum Guide. Montpelier, VT. , 
Vermont Depar tment .of Ed uca t ion , ' 1 979 . 

Messier, Joseph J., Syllabus' in Trade 

El ectricity— Elec t.r onics. Section II. Trade 
Electricity. Albany, NY., The State 
Ed uc a t ion De p a r t mp n t , , 1 9 7 7 . , 

Ch4rvenak, Francis, Principles of Electric • 
. \ Wiring. New Brunswick, NJ^, Rutgers — The 
\ State University , 1 977. 

Marcus, Abraham, Basic Electricity. Seco.nd 
Edition. Englewood- CI i f f s , NJ., 
Prentice-Hall, (c1964). 

Marcus^ Abraham, Basic Electricity. ■ Fourth 
Edition^ Englewood Cliffs,. NJ., 
Prentice-Hall, (c1974,). 

D'§y, Gerald F. , Resource Guide for 

Per fo rm an ce -Based El ectricity/ Electronics 
Instr'uctibn. College Park, MD., 
'University of Maryland-, 1 977. 



Schuler , Charles A. , 
and Appl icat ions 
(c1 979 ) . 



Electronics. Principle' s 
New York, McGraw-Hill, 



EKLC 
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217-15-2 RCU 



Warring, R.H., A Beginner's Guide To Making 
Electronic Gadgets. Blue Ridge Summit, 
PA., Tab, (c1977). 



217-15-3 RCU Matt Stephen R. , Electricity and Basic 

Electronics. South Holland, XL., 
Goodhear t-Willcox , (c1 977 ). 

217-15-H RCU > Frost, John S., ^Applied Electronics. 

Operational characteristics and performance 
of Electronic Circuits. Farmingdale, NJ., 
Buck Engineering, (c1967). 

217-15-5 RCU Zbar, Paul B., Ind ustr ial Electron ics . ' 

Laboratory Manual - for Electronic 
Technicians. New York, McGraw-Hill, 
(c1960) . 

217-15-6 RCU DeMaw, Doug, The Radio Amateur's Handbook. 

Forty-sixth Edition . ' Newington, CN., The 
American Amateur Radio Relay League, 
(c1969). 

217-15-7 RCU Leon, George deLucenay, How to Use AF and RF 

Sign al . Gener a tor s . Bl ue R idge Summ it , 
PA., Tab, (c1977). 

i - 

217-15-8 RCU Kravitz, George, Basic TV Course. Blue 

Ridge Summit, PA., Tab, (c1962); 

217-15-9 RCU Ellmore, R. Terry,' The Illustrated Dictionary 

of Broadcast -CATV - Telecommunications. 
Blue Ridge Summit, PA., Tab, .(c 1977). 

217-15-10 RCU Adams, Charles K., Buil^-It Book of 

Optoel-ec tr on.ic Projects.. Blue Ridge ' 
Summit, PA., Tab, (c1977). 

217-15-11 RCU RosSi E.J., Modern Digital Communications. 

Blue Ridge Summit, PA., Tab, (c1977). 

217-15-12 RCU 'Haviland. R.P., The Compulator Book - 

\_ Building Super Calculators and Minicomputer 
Hardware, with Calculator Chips. Blue 
Ridge Summit, PA., Tab, (c1977). 

217-15-13 RCU Goodman , ^ Robert L., Colpr TV Ca se His tor ies 
Vol. 2 Illustrated: Photo Guide to Troubles and 

Cures — Vol. 2. Blue Ridge Summit; PA., . 
Tab Books, (c1977). ' ^ 

217-15-14 RCU Hood, William, Home-Brew, HF/VHF Antenna 

Handbook. Blue Ridge Summit, PA., Tab 

. Books , ( c 1 977) : ' 

217-15-15 RCU Veley, Victor F.C., Third Class FCC License 

Study Guide. ' Blue Ridge Summit, PA., Tab 
Books, (c1977). 



217-15-16 RCU. Franklin, J. Barry, Guidebook and Resources 

for a Simulation of a Radio, Television and 
Dispatching Business. Keene, NH., 
Cheshire Vocational .Cjenter , 1977 . 

217-15-17 RCU Shaffer, H. Winfield. Task Inventory for t^e 

> Electronics Technician in Industry. 
Olympia, WA., Coordinating Council for 
fOccupa tional Education , 1970 . 

217-15-18 RCU Goodman, Robert L., Indexed Guide to Modern 

Electronic Circuits. Blue Ridge Summit, • 
PA., Tab Books, (c1974). 

217-15-19 RCU Patrick, Owen G., Creative Electronics 

Fabrication. Holt, Rinehart and Winston, 
New York, NY. , (c1 966 ) . 

217-15-20 RCU Marcus, Abraham, Basic Electronics. 

• : , Englewood Cliffs, NJ . , Prentijpe-Hall , 
(•C196U) . 

217-15~21^RCU Crowhurst,- Norman H., Basic Electronics 

Cour se . Bl ue Ridge Summit , P A .., Tab 
\ Books , (c1972) . 

217-15-22 ^RCU Kyle, ^James, . Electroriics Unraveled — A New 

Commonsense Approach. Blue Ridge Summit-,., 

pa;, Tab. Books, (c1974).' 

\ ' ' ■ . • 

217-15-23 RC^U Buchsbaum, Walter H., Fundamentals of 

Television. Revised 'Second Edition. Rochelle 
Park; NJ., Hayden , ( c 1 97U ) . 

21T-15-2U RCU^ Schuneman, Fred, Introduction to Electronics. 

01 ympi a , ' WA . , Commission for Vocational 
Ed uca t ion , nd . 

217-15^25 RCU Delco Electronics,. Transistor Fundamentals, 

Kokomo, IN., General Motors Corp., c1975. 

217-15-26 RCU Jones, Glenn C, 'Introduction to Electronics 
■ ' Pt.I for Electrical and Elec^tronics Students. 

Part I. New Brunswick, NJ., Rutgers — The 
State University, 197U. 

217-15-26 RCU Jones, Glenn C. ,^ . Introduction to Electrpnics 
Pt.II for Electrical and Electronics Students. 

Part 2. New Brunswick, ' NJ . , Rutgers — The 
State University, 197U. 

217-15-27 RCU Rowey, Mauripe W. , Radio ?!t Television ■ 

' Repairman. Suggested Guide for a Training 

Course. Washington, DC, U.S. Department 
of Health, ii'ducation and Welfare,, nd . ^ 
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g 17- HCU Van Valkenburgh, Nooger and Neville, Inc., 

. Vol. I Basic Electronics, Vol. I. Introductian to 

Electronics, Diode Vacuum Tubes, Dry Metal 
Rectif ier s , Wha t a Power Supply Is, Filters, 
Voltage Regulators. Roohelle Park, N J . , 
Hayden, (c1955). 

217-15-29 RCU Mark, David, How to Read Schematic Diagrams. 

Rochelle Park, N J . , Hayden , (c1 957 ) . 

217-15-30 RCU Goodman, Robert L., Practical Color TV 
. Servicing Techniques. Second . Ed it ion . 

\ Blue Ridge Summit, PA., Tab Books, (c197;1). 

217-15-31 RCU Kiver , Milton S. , Telev ision Simplified . 

Sixth Edition. Princeton, NJ., Van 
Nostr and , ( c 1 967 ) . 

217-15-32 RCU Reynolds. Robert A., Vocational Electronics." 
Vol. I Volume I. Basic Electricity/Electronics. 

Nashua, NH., Nashua High School, 1975. 

217-1/5-32 RCU Reynolds, Robert A,, Vocational Electronics. 
Vol . II Volume II. Solid State Electronics. 

Nashua, NH., Nashua High School, 1975. 

217-15-32 RCU Reynolds , Robert A., Vocational Electronics. 
Vol. 3 Volume 3. Digital Electronics. Nashua, 

• NH., Nashua High School , . 1 975 . 

217-15-32 RCU Reynolds, Robert A., Vocational Electronics. 

Vol.. IV^ Volume IV. Under s tand i ng and Servicing the 

J Superheterodyne Transistor Radio.' Nashua, 
NH., Nashua High School, 1975. 

217-15-32 RCU Reynolds, Ro'bert A., . Vocational Electronics. 
Vol . V Volume y. transistor . Pul se Circuits. 

Nashua, NH., Nashua High School, 1976. 

217-15-32 RCU Reynolds, Robert A.» Vocational Electronics. 

Vol. '6 Volume 6. vAdvance Logic Circuits. Nashua, 

NH., .Nashua High School, 1977. 

■ ^- ii . 

217-15-^32 RCU ' Reynolds,^ Robert' A., . Vocational Electronics. 

Vole 7 Volume 7^ Computer: Core Memory. llashua, 

•) NH., N'ashua High School, 1977 . 

2117-15-33 RCU. Electronics. Progress Record , ^^Theor y Outline and 

Job Assignment Plan Book. Hartford, CT., 
Connecticut State Department of Education, 
nd . J 

217-15-3H RCU Gerris'h, Howard... H., Transistor Electronics. 

Basic Instruction in Electricity and 
Electrohics, with Major Emphasis on. Sol id 
Sta te Components . I^outh Holland , IL . ,. 
Goodheart-Willcox', (c1979 ). ' 



r 



217-15-35 RCU 



217-15-36 RCU 



217-15-37 RCU 



217-15-38 RCU 



217-19-1 RCU 



217-19-2 RCU 



217-19-3 SM 
RCU 
Bk . 2 



217-19-3' TG 
RCU 
Bk. 2 



217-19-4 RCU 



217-19-5 CURR 



^17^19-5 RCU 
1970 

217-19-6 RCU 



217-19-6 REF 

acu 

EKLC 



Levine, Stanley L., , Simplified Transistor 

Theory. A Programmed Text. Rochelle Park, 
N J . V Ha yd en Book , ( c 1 965 ) . 

Graham, Weill, Microprocessor Programmin?g Tor 
Computer Hobbyists . Blue Ridge Summit , 
PA., Tab Books , (c1977 ) . 

Marcus, Abraham, Radio Servicing. Theory and 
Practice. Third Edition. Englewood 
_C_liffs, NJ., Prentice-Hall, (c 1960). 

Cunningham, John E.* , The Complete Broadcast 
Antenna Handbook — Design, Installation, ' 
Oper a t ion • and Maintenance. Blue Ridge 
Summit, PA.,. Tab Books, (c1977). ■ 

Prust, Z.A., Photo-offset. Lithography. 
South Holland, XL., Goodheart-Willcox , 
(C1977). ^ 

Connecticut State Department of Education , 

Lithography. Progress Record, Outline and 
Job Assignment Plan Book. Hartford , CT. , 
Connecticut State Department of Education, 
nd . - 

Hertz, Andrew, Copy Preparation and Image 
Assembly. Student Manual. Book 2. New 
Brunswick, NJ . , Rutgers — The State 
University, 1978. Graphic 
Communications-Preparatory Area. 

Hertz, Andrew, Copy^ Rreparation and Image 
Assembly. Teacher's Guide. Book 2. 
•Brunswick, NJ., Rutgers --The State 
University, 1978. Graphics 
Communications-Preparatory Area. 

Dennis, Ervin A., Comprehensive- Graphic Arts. 
New Yor k , Howard W-, Sams , ( c 1 97M ) . 

Carlsen , Darvey E. , Graphic Arts. Peoria 
XL. , .Charles A. Bennett , (*c 1965; . 

Carlsen, Darvey E. , Graphic Arts. Peoria 
IL.', Charles A. Bennett, (c197b). 

A Catalog of Performance Objectives, 
Criterion-Referenced Measures and 
Performance Guides for Printing Occupations. 
Augusta, GA.,^ Vocational-Technical Education 
Consortium of States, c1978. 

A Catalog of Performance^ Objectives, 
Criterion-Re fe re need Measures and 
Performance Guides' for Printing Occupations. 
Augusta , GA . , '^Vocational-Technical Education 
Consortium of States, c 1978. 
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217-19-7 RCU 



^217-19-8 RCU 



217-19-8 SG 
RCU 



217-22-1 RCU 



217-22-2 RCU 



217-22-2 WB 
RCU 



217-22-3 RCU 

217-23-1 RCU 

217-23-2 RCU 

/217-23n^3 RCU 

217-23-4 RCU 

217-23-5 RCU 

217-23-6 RCU 



EKLC 



Day, Gerald F., Resource Guide for 

Performance-Based Graphic Arts Instruction. 
College Park, MD., University of Mai-yland, 
1977. 

Cogoli, John E. , Photo-Offset Fundamentals. 
Fourth Edition . Bloomington , XL. 
McKnight., (c198Q)- 

Cogoli, John E., Photo-Offset Fundamentals. 
Study Guide. Fourth Edition. 
Bloomington, XL, McKnight, (c1980) • Grades 
10-12. 

Parsons, William D. , Project: Wa.terline. An 
Xmpr oved Method for Tr aining Xn -School 
Youth, ,Out-of School Youth, and Adults for 
• Careers in Inland Marine and Related 
Occupations. Xllinois Office of 
Education , nd . 

Spencer , Barbara G. , Marine Science Careers 
for the Junior High School Student. New 
Brunswick , NJ . , Rutgers — The State 
University, 1979. 

Spencer, Barbara G., Marine Science Careers 

for the Junior High School Student . Student 
Workbook. New Brunswick, NJ . , 
Rutgers — The State University, I979. 

Uskali, George, Outboard Motors and Boating. 
Xadianapolis , XN . , Theodore Audel , (c1 977) . 

Progress Record, Theory Outline and^Job 

Assignment Plan Book - Machine Tool Course. 
Hartford , CT. , Connecticut State Department 
of Education , 197-4. 

Schell, Frank R. , Welding Procedures 
Ox yabetylene . Albany, NY., Delmar 
^ Publishers, (c1977). 

Welding Course: Progress, Record, Theory, 
Outline and Job Assignment Plan Book. 
Hartford, CT., Connecticut State Department 
of Education, nd . -Grade 10-12, 

Society of M an u f ac t ur i ng Eng ineer s , Die 

Design and Construction. Ann Arbor, MX., 
Pr akken , ( c 1 962) . , 

Vezzani, A. A.,/ Manual of Instruction for Die 
Design . Sefcond Edition . Ann Arbor , MX . , 
Prakken, (c1974). " / 



Childs, James J., • Principles of Numerical 
Control. Second Edition. New York, 
Industrial Press. rn1QfiQ^, 
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217-23-8 RCU Blodgett, Omer W., Design of Welded 

Structures. Cleveland, OH., James F. 
Lincoln Arc Welding Foundation., (c1966). 

217-23-9 . RCU Blodgett, Omer W., Design of Weldments. 

Cleveland, OH., James F. Lincoln Arc Welding 
Foundation , ( c1 963 ) . 

2-17-23-10 RCU Childs, James J., Numerical Control Part 

Programming. New York, Industrial Press, 
.( 0 1 973 ) . 

217-23-11 RCU Althouse , Andrew D. , Modern Welding. South 

Holland, IL . , Goodheart-Willcox , (c197U). 

217-23-11 RCU ALthouse , Andrew D.., Modern Welding. Complete 
•1980 Coverage of the Welding Field in One 

Easy-to-Use Volume . South Holland , IL . , 
Gooilhear t-Willcox , ( c 1 980) . Grade 1 0-12. 

217-23-12 RCU Lincoln Electric Company, The Procedure 

Handbook of Arc Welding. Twelfth Edition. 
Cleveland, OH., Lincoln Electric Company . , 
(c1973) . 

217-23-13 RCU The , Lincoln Electr ic Co., New Lessons in Arc 

•Welding, i Cleveland, OH., Lincoln 
Electric , (c1 957 ) . 

217-23-14 RCU Sosnin, H,.A., ^ Arc Welding Instructions for. 

the Beginner. Cleveland, OH., The James- 
F. Lincoln Arc Welding Foundation, (c196U). 

217-23-14 TM Sosnin, H. A., Arc Welding Ihstructioas for 

RCU the Beginner. Teachers Manual. Cleveland, 

OH. , The James F. Lincoln Arc Welding. 
' Foundation, c196U. 

217-23-15 RCU Jefferson, T.B., Metals and How to Weld Them. 

Second Edition. Cleveland, OH., The James 

F. Lincoln Arc Wei ding Foundation, (c1962). 

217-23-16 RCU Johnston, Phillip M., Basic Sheet Metal' 

Skills. Albany, NY.,- Delmar , 1977. 

217-23-17 RCU Budzik, Richard S., \ Sheet Metal Technology. 

Indianapolis, IN.,'\Howard W. Sams, (c1971). 



217-23-19 RCU Union Carbide , Submerged Arc Welding 

Handbook. New York, \ NY., 'Union Carbide 
1 Corpor ation , ( c1 974) . • 

\^ 

217-23-20 RCU Currao, Joseph, Machine Shop Operations — 1 
1 " Lathe, Bench Work, Drill Press. New 

Brunswick, NJ . , Rutgers — The/ State 
University, 1972. 



217-23-20 RCU Currao, Joseph, Machine Shop Ojberations 2. 

2 _ Milling Machine , Heat Treatment of Metals, 

and Grinders. New Brunswick, NJ.,^ 
Rutgers — The State University, 1977. 

217-23-21 RCU Krar, Stephen F., Drilling Technology. 

Albany, NY . , Delraar , ( c1977 ) . 

"217-23-22 SEL James F. Lincoln Arc Welding Foundation, 

RCU Modern Welded Structures. Selections From 

Vol.1, II Volume I and II. Cleveland, OH., James F.. 

• Lincoln Arc Welding Foundation, (c1965).. 

217-23-22 RCU James F. Lincoln Arc Welding Foundation, 
Vol. Ill Modern' Welded Structures. Volume III. 

Clevejland, OH., James F. Lincoln Arc Welding 
Foundation, (c1970). 

217-23-23 RCU Pierson, John E., Elementary TIGiWelding 

Skills. New Brunswick, NJ., Rutgers — The 
State University, 1974-. 

217-23-24 RCU Krar, Stephen F. , Turning Technology. Engine 

and Turret Lathes. Albany. NY., Delmar , 
(C1971 ). 

217-23-25 RCU Walker, John R., Modern Metalworking . 

South Holland," IL . , Goodhear t-Wil Icox , 
(c1976). 

217-23-26 RCU A; Catalog of Performance Objectives,' 

Criterion-Referenced Measures and ^ 
Performance Guides, for Combination Welding. 
Augusta, GA. , Vocational-Technical Education 
Consortium of States, c1976. 

217-23-26 REF A Catalog of Performance Objectives, 

RCU ' Criterion-Referenced Measures and. 

Performance 'Guides for Combination Welding. 
Augusta , GA . , Vocational -Technical Education 
Consortium of States, c1976. 

217-23-27 RCU Krar, Stephen F. , Grinding Technology. 

Albany, NY., Delmar ,.( c 1 974 ) . 

217-23-28 RCU Hoove*-, Theodore W. , Tool and Die Drafting. 

Ann Arbor, MI., Pr akken Publ ic a t i ons , 
(c1968) . 

217-23-29 RCU Miller, Rex, Metal Technology. New York, 

Howard W. Sams, (c1975>. . Grade 11+ 

217-23-30 RCU Union Carbide, MIG Welding Handbook. New 

York, Union Carbide Corporation, (c1978y. 

217-23-31 RCU James F. Lincoln Arc Welding iFoundation, 

"^^l-^I Design Ideas ^for Weldments. Volume II. 

Cleveland, OH., The James F. Lincoln Arc 
Weldinct Foundatlnn. (nlOJ^^. 



217-23-31. RCU Design Ideas for Weldments. Volume III. 

Vol. III. Cleveland OH., James F. Lincoln Arc Welding 

Foundation, (c1979). 

217-23-32 RCU National.. Machihe Tool Builders' Association, 

Job Entry Training Program. Instructor's 
> guide. McLean, VA. , National Machine Tool 

Builders' A ssoc i a t i on , , c 1 9 68 

217-23-33 RCU — - ^ A Catalog of Tasks, Performance 

Objectives, Per f orm ance Gu id es , Tools, and 
Equipment . Sheet Metal Worker . Augusta , 
GA., Vocational-Technical Education 
Consortium of States, nd . 

217-23-33 REF A Catalog of Tasks, Performance 

RCU Objectives, Performance Guides,, Tools, and 

Equipment, Sheet Metal Worker. Augusta, 
GA., Vocational-Technical Education 
' Consortium of States^ nd , 

217-23-34 RCU, Kagan , Alfred, Universal Tool Grinder 

Operator. Instructor 's Guide. Albany, 
NY . , The State Education Department , 1975 . 
... Single-Tool Skills Program Machine 

Industries Occupations, . ' ' 

217-23-35 RCU Kagan , Al f red , Surface Grinder Operator. 

Inatr uc tor ' s Guid e . Albany, NY., The 
State Education Department, 1 973*- 
Sing.le-Tool Skills Program Machine 
Industries Occupations. 

217-23-36 RCU Kagan, Alfred, Drill Press Operator. 

Instructor's Guide for an Adult Course. 
Albany , NY.. , The State Education Department, 
1975. Single-Tool Skills Program Machine 
Industries Occupations. 

217-23-37 RCU A Catalog of Performance Objectives, 

Criterion-Referenced Measures and- 
Performance Guides . for Machine ^hop. 
Augusta , GA. , Vocational-Technical Education 
Consortium of' States, nd. 

217-23-37 REF A Catalog of Performance Objectives, 

RCU Criterion-Referenced Measures and 

Per I'orm ance Guides for Machine Shop . 

Augusta , GA., Vocational -Technical Education 

Consortium of States , nd . 

21 7-23-38 RCU John"son, Harold V., Technical Metals. 

Peoria , IL . , Chas . A. Bennett , ( c1968 ) . 
Grade 9-12 

; . . ■ / • 

217-,?3-39 RCU Blikre, Clair T. , Mobile Welding Instruction 

Lab. Bismarck, ND., N.D. State Board for 
Vocational and Technical Education, 1976. 
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217-23-40 RCU 



217-23-41 RCU 



217-23-42 RCU 



217-23-43 RCU 



217-23-44 RCU 



217-23-45 REF 
RCU 



217-23-47 IG 
«CU 



217-23-48 RCU 



217-23-49 RCU 

217-23-50 RCU 
217-23-51 RCU 

217-23-52 RCU. 
217-23-53 RCU 



ERIC 



Day, Gerald F., Resource Guide for 

Per formance-Based Machine Shop Instruction . 
College Park, MD., University of Maryland, 
1977 * 

Curriculum and Instructional Materials Center ,' 
Machine Shop. Instructional Units . 
Stillwater, OK., State Department of 
Vocatiional and Technical Education, (cl972). 

Scott, John, Welding Skills and Technology. 
Gas Tungsten Arc and Gas Metal Arc . 
Columbia, MO University of 
Missouri --Columbia ^ nd . 

Jones , Buford , Competencies-, for Articulation . 
Welding. Lincoln, NB. , .Lincoln Public 
School s , nd . 

Morfofd , V. J . , Metals and Welding. St. 
Paul, MN., Hobar Publications, (c1970).. 

Oberg , Erik. Machinery 's Handbook. A 

Refere=nce Book^ for the Mechanical Engineer , 
Dr a f tsman v:- Toolmaker , and Machinist. 
Twentieth Edition. New York, Industrial 
Press, (C1975) . 

Kagan, Alfred, Milling Machine Operator. 
"Instructor's Guide. Albany, NY., The 
State Education Department, 197M. 

V.ezzanl, A. A., The Ujse of the , flechan ic s ' 
Handbooks . A Workbook for Use with the 
'Machinery '3< Handbook, the American 
Machinists' Handbook, and the Machinists' 
Ready Reference. Ann Arbor, MI., Prakken 
Publications , ( CI969 ) . 

Horn, Roger, Basic Concepts in Numerical 

Control . New Brunswick, NJ . , Rutgers — The 
State University, 1974. 

Hawkins, Leslie V., Art Metal and Enameling. 
• Peoria, IL., Charles A. Bennett , (cl 967) . 

Scott, John, Welding Skills and Technology. 
Resistance and Special Welding Processes . 
Columbia, MO., University of 
Missouri — Columbia, nd . 

Machine Trade Analysis. Hartford, CT. , ^ 
_ Connecticut State Department of Education. 
' 1969. 

Brown and Sharpe Cam Layout and Design. Screw 

HacTi i n e Tr~ad e sT H a r t f o r d"— C Tt", 

Connecticut Stete Department of Education, 
. nd . 



217-23-5M RCU 



217-23--55 RCU 



217-23-«56 RCU 



217-23-57 RCU 



Sheet Metal Course. Trade Analysis. Hartford, 
CT-. , Connecticut State Department of^ 
Education , 1 975 . 

Welding "Course . Progress Record, Theory Outline 
and Job Assignment Plan Book. Hartford, 
CT. , Connecticut Sta te"^ Depar tmen t of 
Education , 1 97 6. 

Automatic Screw Machine. Progress Record, theory 
Outline and' Job Assignment Plan Book.' 
Hartford , CT. , Connecticut State Depar tme.nt 
of Education , 1 978. 

Sheet Met-al . Pr ogr ess Record , Theor y Outl ine and 
Job Assignment Plan Book. Hartford, CT., 
Connecticut State Department of Education, 
1 976. 



217-23-58 RCU 



Day, Gerald F.^, Resource Guide for 

Per formance -Based Welding Instruction.- 
College Park, MD., University of Maryland, 
1 977. : 



217-23-59 RCU 



217-23-60 IGS 
RCU 



Robertson, Kenneth L., Pulsed TIG Welding. 

Mays Land ing , N J . , Atl ant ic County 
Vocational Technical School, 1979. 

Precision Shee.t Metal. Instructors Guide Sheets 



217-23-61 SG 
RCU 



217-23-62 CURR 



217-23-62 IE 



Masterton, Robert N. Welding Skills and 

Practices. Study Guide. American 
Technical Society , 1967 . 

McCarthy, Willard J., Machine Tool 

Technology. Bloomington, IL., McKnight 
and McKnight, (c1968). Grade 11-12. 

McCarthy, Willard J. , , Machine Tool 

Technology. Third Ed it ion . BloomTng ton , 
IL., McKnight and McKnight, (c1968). Grade 
^11-12./ 



217-23-62 RCU 
1979 



McCarthy, Wi^llard J., Machine Tool 

Technol ogy . Fourth Ed it ion . Blooming ton , 
IL., McKnight and McKnight, (c1979). Grade 
11-12. 



217-23-63 CURR 



Squires, William T. , The Metal Craftsman's 
Handbook. An Illustrated Dictionary :of 
Metal working . Athens , OA . , AAVIM, 
(c1980) . V . 



217-23-6U RCU 
Vol.1 



Arc Welding Ideas . Volume I. Cleveland OH, 
James F. Lincoln Arc Welding Foundation, 
(01977). 



2.17-23-65 RCU -Bongio, Enrico, P,, Principles of Industrial 

Welding. A Text for Students and Oth.ers 
Interested -in Welding. Cleveland, OH., 
James F. Lincoln Arc Welding Foundation, . 
(cl978) . ■ . 

217-23-67 CURR Lud wi g , Oswald A., Metal work: Technology and. 

Practice. Fifth Edition. Bloomington, 
IL., Mcknight and McKnight, (c1969). 

217-23-67 SG Ludwig Oswald A., Metal work: Technology and 

CURR " Practice. Study Guide. Third Edition. 

Bloomington, IL., McKnight and McKnight, 
(C1969). 

217-23-67 RCU Ludwig, Oswald A.,- Metalwork: Technology and 
1975; Practice.. Sixth Edition. . Bloomington, 

PL. , McKnight, (c1 975 ) . 

217-2U-1 RCU Green, Charles, Strength of 

Materials — Machinists. New ' Brunswick , ^ 
NJ., Rutgers—The State University^^ 1971. 

217-24-2 RCU DiBari, G.A., Nickel Plating . . New York, 

The International Nickel Co., nd . 

217-26-1 RCU Connecticut . State . Department of Education, 

Beauty Culture Course . Hartford, CT., 
Connecticut State Department of Education, 

1975. : .. 

217-26-2 RG Day,- Gerald F.,: Performance-Based Cosmetology 

RCU Instruction. Resource, Guide. College 

Park, MD., University of Maryland, 1977. 

217-26-3 RCU Beauty Culture Exploratory Guidelines. Progress 

Record, Theory , Out lin.e and Job Assignment 
Plan Book. Hartford , CT. , Connecticut 
State Department of Education, nd , 

217-26-4 RCU . A Catalog of Tasks, Performance 

• Guides, Tools, and Equipment. Cosmetologist. 
Aug usba , GA. , Vocational -Technical Education 
Con so r tium'of States, c1975. 

217-26-4 REF A Catalog of Tasks, Performance 

RCU . Guides , Tools , and Equipment. Cosmetologist . 

Augusta, GA., Vocational-Technical Ed ucation 
Consortium of States, c1975. 

217-26-5 RCU Chemical Hair Straightening or Relaxing. 

Hartford, CT. ^ Connecticut State Department' 
of Education , 1 969 . 

217-26-6 RCU Hair Dressing and Cosmetology. Progress Record, 

Theory Ovaiine and Job Assignment Plan Book. 

i Hartford, CT. , Connecticut— State Department 

of Education , nd . 
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217-26-7 RCU Kalani, Henry B., Exemplary Project 

Pt.2' Curriculum Guide for Hospitality Education. 

Part 2.., Honolulu, HI., Kapiolani 
Commun ity .College , 1976. 

217-26-8 TG Mankiw, Dorothy S., Beauty Culture II. 

RCU Teacher's Guide.. New Brunswick, N J . , 

': Vol. II Rutgers—The State University, 1 977. 

217-27-1 HCU NIOSH, Fiber gl as3\Layup and Spr ayup . ( Good 

Practices for Employee s) . Cincinnati, 
. ^ OH., U.S. Department of Health, Education 
and Welfare, 197.6. 

217-27-2 RCU S.'chaer , Oliver K., , Task Analysis for 

Industrial Plasticr*. Olympia, WA . , ^ 
Coordinating Council for Occupational ' 
Education, 197.3. ' ' ' 

217-27-3 RCU John Deere, - Fiber Glass/Plastics . , '/ 

Fundamentals of Service,. Moline, IL. , 
Deere & Co . , ^ ( c1974 ) . 

:217-28-1 RCU Kemptori Robert F., Teaching Guide for Fire 

Cadet Occupations. Springfield, IL . , 
111 inois ' Of f ice of, Education, nd . . 

217-28-3 RCU ' Smith, J.T. Jr., Transportation, 

Communications, Electric, Gas, and Sanitary 
. ' . Services^. North Dakota Occupational 

Profiles- -Washington, DC, U.S. 
Department of Labor, 1978. 

217-28-4 RCU' A Catalog of Performance Objectives, 

^Criterion-Referenced Measures and 
PerformanceGuides for County Tax 
- Collectors. Augusta, GA., 

Vocational-Technical Education Consortium of 
States, 1976. 

217-28-4 REF A Catalog of Perfdrmance Objectives, 

RCU Criterion-Referenced Measures and 

Performance Guides for County Tax 
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^t.ll . State Plan for Vocational Education Under 

FY 1979 Title II of the Vocational Education. 

Amendments of 1976. Part II. Apnual Program 
Plan. FY 1.979. Tallahassee, FL., 
Department of Education, 1978. 

225-11 RCU Georgia State Board of . Education , Georgia's 
FY 1979 F7 1979 Annual Program- Plan for Vocational 

.Education.- Atlanta, GA., State Board of 
Education , 1978. 

/ • . ' . A 

225-12 RCU Annual Descriptive Report for 

FY 1976 Vocational-Technical Education. Fiscal Year 

^> 1976« Honolulu, HI., Department of • 

, ^ Education, 1976. 
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225-12 r, Anna: -scriptive Report (U.S.O.E. Report Form 

7 ) for Vocational-Technioal Eduoation. 

: 3C2d Year 1977. Department of Eduoation. 

: of Hawaii. Honolulu, HI.., 

: ™-rment of Education, 1 976. 

225-1 E.. Ar:nu£ Program Plan for Vocational Education in 

'. -^mois-FY 1980. Spriagf ie^.. IL., Stare 
: -rar^traent of Education, 1979, 

225-16 ^ 11: 7^ ar-ster Education Advisory Councils, 19^2 

^^972 ■: -^-^rt on the Vocational Educari-T Zffr--^ in 

-•^x Des Moiries, lA.p Carei r Izsjct'.^: - 
■:.Lz—ry Council, 1972. 

225-16 f^end. ..aprar^^snit of Public Instruction, Iqws 

? -^rrr-Year Plan for Vocational Eauc«t::n 
"J^CU it x^zrdaents to Part 1. FY 1980. ae:s 

I9t ^ .2±-e3 , lA., Department of PubLic 

: nsmuction , 1 979 . 

225-16 HCU lev- iirnual Plan for Vocational Educatic?r . 

f^t : ^ Tt II. Fiscal Year 1980. Des Hcu^nes . 

. " '^5- - • . Department of Public Instr ucta-rr. , 19*^9. 

225-17 HCU :::m33j State Department of Education, One and 

F jve-Year State Plan for Fiscal Yesr- 
^-78-1982 Vocational Education, Topeka, 
iul. , Kansas State Department of Ed -.cation , 
1r77. 

225-17 ^ RCU^ ::ans;:Li State Department of Education, Kansas 
19 Qcational Education Annual Plan for FY 

"79. Topeka , KS. , Kansas StExe 
department of * Education , 1978. 

. 225-18 RCU ICentuiiiky Bureau of Vocational Eduoatri-on, 

»76- 7 Annual Report of the Kentucky Btrreau of 

Vocational Education to the United States 
Office of Education for the Fiscal Year July 
1, 1976-June 30, 1977. Frankfr-t, KY., 
Kentucky Department of Educatior.. 1978. 

225-2*: 1CU Maryland State Plan for the Administration of. 

— •II the. Vocational-Technical Educatijzn Programs 

Under the Vocational Education iksendmen ts of 
1975. 5 Year and Annual Plart 19TS-1982. 
Baltimore, MD., Maryland Stat'e Dep rtment of 
Education, 1977. 

225-21 L-:U Maryland State Department of Education 

-.3eo III ( Maryland State Plan for the ^AdminLjrtratibn 
of the VoQational-Teohnleal /Eduoatrr::n 
Programs Under the Vocational Educ3:cion 
Amendments of 1976. Section III. 
Administrative Procedures 197^-198^. 
Baltimore, MD., Maryland StatJe. DepExtment of 
Education , nd , ! . 
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225-21 ECU Vocaticnal-: echnical Educaticn. Accounraaili-: 
FY 1973 Report "xscal 1 978 ., Bal timore , HD . , 

Marylan:: State Department of Eduoation, 
1979. 

225-21 RCU Division of Vocational -Technical Education, 

FY 1979 Maryls":; State Plan fc- VooationaL-Teohni . i 

Educate.::!! 1979 . Baltimore, MD.. Harylar:. 
State 3^partment of Ed-tjation, 1978. 

225-21 HCU laryland State Plan for Vcc ational-^Technical 
FY 198G Educat:i::n. Annual Plan Accountability 

Report T97E Hal tinicre , MD., Marylandi 

State Depar aent of EcLu:cation , 1980. 

225-23 /-^ The Annual Long lange State Plan for Vocatioinal 

Education Michigan. Lansing, MI., 
Michigar: D ^irrr tment of Education, 1977. 

225-2U ^ J Minnesota E;ta;-- .^lan for Vocational-Technical 
P-" - Educatlian. Part II. Annual and Long-Range 

^ Program Prnn Provision. July 1, 1977-June 

30, 19TB. St. Paul, MN., Department of 
Ed ucatlon . 

225-25 -CU State Plan fc me Admin istration of Vocational 

Educaticir r.der the Vocational Education 
Amendments cf 1976. Public Law 94-482. 
Hississipr_, 1977-1982. Jackson, MS., 
State Boa; of Vocational Education , 1977 . 

225-29 CU Nevada State .-ard for Vocational Education, 

Nevada F: >a-Year State Plan and Annual 
Program -_an for Vocational Education. 
Fiscal Year 1978. Carson City, NV., 
Nevada Sr,ate Board for Vocational Education, 
1977. 

225-29 RCU Nevada. State Board for Vocational Education, 
FY 1979 Nevada Annual Program Plan for Vocational 

/ Education. Carson City, NV., Nevada State 

Board for Vocational Education, 1978.. 

225-30 RCU Division of Vocational-Technical Education, 

FY 1978 Guidelines^ for Developing Local Plans for 

Vocational Education ^in New Hampshire in 
Accordance with P.L. 94-482 and the New 
Hampshire State Plan for Vocational 
Education. Concord, NH., N.H. State 
Department of Education, 1978. 

225-30 RCU New Hampshire State Plan for the ^ Administration 
1969 of Vocational-Technical Education. Part I. 

Concord, NH., State Board of Education. 
1969. / 
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REF 
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Eval 
Man .1 
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Eval 
Man .II 
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REF 
CURR 
FY 1978 



Lufttg, Jeffrey T, 



Annual AccountaDili ty 



Report cn Vocational -Technical Eduoation in 
Mew Hampshire, 1978. New Hampshire Sta te 
Department of Education , 1979 . 

Luftig, Jeffrey T., Annual Accaun-ability 

Report on Vocational -Technical Education in 
New Hampshire, 1 978. New Hamprahire State 
Department of Education, 1979« 

Luftig, Jeffrey T., Annual Plsm Tor 

Vocational -Technical Education: in New 
Hampshire 1980. Concord, Nev 
Hampshire State Board of Education, 1979. 

Luftig, Jeffrey T.,, New Hampsh- r a ^ a 

Vocational Program Evaluation S'stem. 
General Description . Conccrd , NH . , 
Research Coordinating Unit, 'igT^. 



Luftig, Jeffrey T., 



New Hampshire' s 



Vocational Program Evaluation System . 



Manual I. Process Ev al uatior.. 
NH. , Research Coordinating U- ::i 



Concord , 
1979. 



Luftig, Jeffrey T., New Hampshire's 

Vocational' Program Evaluation System. 
Manual II. Product Evaluat:.on . Concord , 
NH., Research Coordinating Unit, 1979. 

An Annual Plan for Vocat ional-T ^chnical 

Education in New . Hampshire . Effective 
■ October 1, 1978. Concord. NH., New 

Hampshire State Department of Ed ucation , nd 



225-31 RCU New Jersey Annual, Descriptive Report of 
FY '75-'76 Program Activities for Vocational 

Education. July 1, 1975-June 30, 1976. 
Trerfton, NJ Department of Education , 1975 . 



225-31 



225-33 



RCU 
1977 



RCU 



225-33 



RCU 
FY 1977 



New Jersey Advisory Council o,n Vocational 

Education, Annual Report of the New Jersey 
Advisory Council ron Vocational Education . 
Trenton, N J . , Advisory Council on Vocational 
Education, 1978. ' 

New York State Plan for the Administration of 
Occupational Education under the Vocational 
. Education Amendments of 1976. Fiscal Years 
1978--82. Albany, NY., The State Education 
Department, 1977. 

New York State Annual Report for Occupational 
Education. Fiscal Year 1977. July 1, 
1976~June 30, 1977. Albany. NY.. The 
State Education 'Depar tment , 1978. 
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225-35 RCU Ecrr Dakota State Board for Vocational 

.^.ucation, North Dakota's State Plan For 

rational Education, FY 1978-82. 
ix^marck, ND., State Board for Vocational 
Li.:jcat ion . 

225-37 RCU Stt^at: Department of Vocational and Technical 

--^^cation. The Oklahoma Five-Year State 
?lsn 1978-1982. Stillwater, OK., Oklahoma 
State Department of Vocational and Technical 
Education , 1977, 

225-37 RCU The Oklahoma State Plan^. Fiscal Year 1979. 
FY 1979 Stillwater, OK., State Department of 

Vocational and Technical Education, 1978. 

^^^"^^ trv .c,.^'*'*"^^ Descriptive Report. Vocational Technical 

i-x 75-'75 Education in Pennsylvania 1975-76. Program 
Activities and Accomplishments. 
Harrisburg, PA. , Pennsylvania Department of 
Education , 1976. 

225-40 RCU Bureau of Vocational Education. Vocational 

Education in Rhode Island: A Five Year 
Plannirig Direction. Annual Program Plan 
1978-1982. Providence, RI . , ri Department 
of Education , 1 978. 

225-401 RCU Bureau of Vocational Education, Vocational 
1979 Education in Rhode Island: FY 1979 Annual 

Program Plan. Providence, RI., ri 
^ Department of Education, 1978. 

225-41 RCU South Carolina State Plan for 

Vocational-Technical Education. FY 
1978-1982. Columbia, SC., South Carolina 
Department of Education, 1977, 

225-42 RCU State Board of , Vocational Education. Five 

Year Plan Narrative and Justification and 
Annual Plan. State Plan for Vocational 
~ ^ , Education. Pi'erre, SD., State Board of 

Vocational Education, 1977. 

225-43 RCU Tennessee State Plan for the Administration of ' 

Vocational Education. 1978-1982. " 
Nashville, TN., Tennessee State Board for. 
Vocational Education, I977. 

^^^"^^TTv ^Tennessee State Board for Vocational Education. ^ 

FY 1976-77 . Tennessee Annual Descriptive Report of 

Vocational Technical Education . 1 976-1 977. ^' 
Nashville, TN.^ Tennessee State Board for * 
Vocational Education, I977. 
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225-49 RCU A State Plan for the Adminl stratlon of 

Vocational Education Under the Vocational 
Amendments of 1976. General Application. 
Annual and Long-Range Program Plan 
Provisions. FY 1978-82. Charleston. WV., 
West Virginia Board of Education, ( 1977). 

225-49 RCU West Virginia Board of Education. 

/'979 Administrative Provisions for the Annual and 

Five-Year State Plan for Vocational 
Education. FY 1978-82. Charleston. WV., 
West Virginia Board of Education, 1978. 

225-49 RCU West Virginia Board of Education. 

1980 Administrative Provisions for the Annual and 

Five-Year State Plan for Vocational 
Education. FY 1978-82. Charleston. WV., 
West Virginia Board of Education. 1980. 

225-50 RCU Wiscoi^sin Five-Year State Plan for Vocational. 

Technical and Adult Education. 1978-82. 
Madiaon. WI., Wisconsin Board of Vocational. 
Technical and Adult Education . 1977 ; • 

225-52 RCU National Association of State Directors of 

Vocational Education. NASDVE Conference 
on Issues and Impl iaations !for State 
Planning Under P.L. 94-482. . Washington. 
DC, MASDVE-^ 1976. ! 
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TEACHER EDUCATIONr-S.TAFF DEVELOPMENT 

226-1 RCU Van Tries, Robert P.\ Advocacy on 

Issues— Acoountability, "Work Experience , 
Assessment , Canser _£lusters , Post -Secondary 
Expansion. St. Paul, MN., University of 
Minnesota , 1974 • 

226-2 RCU Brown, Donald V., The Preparation and 

Inservioe Needs of Technical Teachers./ 
Knoxville, TN . , University of Tennessee, 
1974 . 

226-3 / RCU Wentling, Tim L., Resource Directory for 

Teacher Education in Vocational Special 
' Needs. Minneapolis, MN., Minnesota 

Research and Development Center , 1978. 

226-4 RCU Lewis, George H., 1978 Poll of New Hampshire 

^ Educator's Attitudes Toward Staff 

Development. NH., State Department of 
Education, 1979. 

226-5 RCU Kirchenbaura, Howard, Developing Support 

Groups. A Manual for Facilitators and 
Participants . La Jolla , CA. , University 
Associates, (c1978). 

226-6 RCU Woodcock, Mike, Unblocking Your Organization, 

La Jolla , CA. , University Associates , 
(c1978). 

226-7 RCU Ros.ner, Benjamin, The Power of 

. Competency-Based Teacher Education. Report 

of the Committee on National Prq^ram 
Priorities in Teacher Education. Boston, 
MA., Allyn and Bacon, (c1972). 

226-8 RCU Comprehensive Vocational Educat^ion Per sonnel 

Development and Utillzationv Washington, 
DC. , U.S. Government Printing Office, 1972. 



226-9 RCU Burns, Charles A., Insight. An Annual 

Collection of Articles on Teaching and 
Learning by Faculty of the Community 
Colleges of the State University of New 
.York. The State University of New York, 
1977. 
■ ■ ' •\ 

22^6-10 Mod . 1 Pands, Christ, Program Goals. Module 1. The 

Development and Implementation of an 
. In-Service Program on the Use of 
Performance-based Instruction in Michigan's 
Vocational Education Progr ams . Detroit , 
Wayne State Univer sity , ( c 1 975 ) / 
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226-10 



Hod . 2 

RCU 



^26-10 

\ 



Mod . 3 

RCU 



226-10 



Mod . n 

RCU 



226-10 



Mod .5 

RCU 



226-10 



TM 
RCU 



/ 

Seraydar Ian , Patricia » Performance 

Objectives. Module 2. The Development and 
Implementation of an In-service Program on 
the Use of Performance-based Instruction in 
M-ichigan' s Vocational Education Programs . 
Detroit, Wayne State University, (1975). 

Brown, Daniel P., Objectives — Reference 
Testing. Module 3. The Development and 
Irapl eraentatiqn oif an In-service Program on 
the Use of Performance-based Instruction in 
Michigan's Vocational Education Programs. 
Detroit , Wayn^e State University , ( 1975) . 

Frankel David M. , Choosing the Learning 

Activities for the Performance Objectives . 
Module 4. The Development and Implementation 
/ of an In-service Program on the Use of 

Performance-based Instruction in Michigan's 
Vocational Education Programs. Detroit, 
Wayn^ State University, (1975). 

Herschelmann , Kathleen M. » Follow-up and 
Evaluation . Module 5. The Development and 
Implementation of an In-service Program on 
the Use of Performance-based Instruction in 
Michigan's Vocational Ed ucation Program s . 



The 



Detroit^ Wayne State University, 01975). 

development and Implementation of an 
In-service. Program on the^ Use of 
Performance-based Instruct/ion in Michigan ' s 
Vocational Education Programs. Transparency 
Masters. ^Detroit, Wayne State, University, 
(1975) • ^ 
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226-12 



CURR 



CURR 



226-13 



CURR 



226-14 



KIT 
CURR 



Ku.hn , G. Michael, Instr uc t ionial Objectives: 
A National Compendium . \ Tallahassiee # PL , 
Department of Education , 1^72 . 

Hamilton,, James ^B., Performance-Based Teacher 
Education: The State of the Ar t > General 
Education and Vocational Education . 
Athens , GA- , AAVlM, c 1 978!, , Prof essional 
Teacher Education Module Series . 

Hamilton, James B. , ,Guide<' to the 

Implementation of Performance-Based Teacher 
Education. Athens, GA., AAVIM, ,1977 
Professional Teacher Education Module 
Series . 



Hamil ton , James B.., . 
* Per f ormance-Based 
SI ide/Audio^tape . 
Prof eissional Teache 
Contents: 1 cassett 



Overview of the Center's 
Teacher Education Program. 
Athens, GA., AAVIM, nd . 
Ed u c at ion Module Series 
/55 slide^sv-4__Scr ipt • 
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226-16 KIT 
CURR 



226-17 CURR 



226-15- KIT Hamilton, James B,, U and PBTE, 

COr^...^^ Sllde/Audlotape . Athens, GA. , AAVIM, n d . 
*v Professional Teacher Education Module 
, Series. Contents: 1 cassette, 75 slides, 

1. Script. 
• ^ \ 

Hamilton, James B., Petstone. The Role of the 
Resource Person Using the Center's PBTE 
Materials. Athens, GA., AAVIM, nd . 
Professional Teacher Education Module 
Series. Contents; 1 cassette, 130 slides, 
1 Script . 

Hamllt^on, James B., , Resource Person 

Guide... to UsLng Performance-Based Teacher 
. Education Materials. Athens, GA., AAVIM, 
C1978. Professional Teacher Education 
Module Series. 

Hamllto^i, James B., Student Guide. ..to Using 
/ Performance-Based Teacher Education 

/ Materials. Athens, GA., AAVIM, c1977. 

Professional Teacher ' Education Module 
Series.. 

226-19 Mod..A-1 Hamilton, James B. , Prepare Tor a Community 

Survey. Module A-1. Athens, GA., AAVIM, 
C1978. Professional Teacher Education 
.' ' ■ Module Series . 

226-19 Mod. A~2 FJamilton, James B. , Conduct a Community 

CURR 'Survey. Module A-2. Athens. GA., AAVIM, 

cl.978. Professional Teacher Education 
Module Series . \ 



226-18 



C UR R 



226-19 Mod. A-3 Hamilton, James B. , '.Report the Findings of a 
CURR. Community Survey. | Module A-3. Athens, 

GA., AAVIM, C1978. Prof essional Teacher 
Education Module Series. 

226-19 Mod. A-4 Hamil ton , James B. Organize an Occupational 

CURR Advisory Committee. Module A-4, Athens, 

GA., AAVI[4, C1978. Professional Teacher 
, Education Module Series. 

226-19 Mod. A-5 Hamilton, Jamea^ B. , Ma,intain an Occupational 
CURR. Advisory Committee. Module A-5. Athens, 

GA.,. AAVIM, C1978. Professional Teacher 
Education/ Module Series. 



226^9 



Mod. A-6 Hamilton, James B. , Develop Program Goals and 
CURR Objectives. Module A-6. - Athens, GA., 

AAVIM., C1978. Professional Teacher 
^^--^ Education Module Series. 

226-19 Mod. A-7 Hamilton, Jaraea B. , Conduct an Occupational 
C URR 
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Analysi'3. Module A-7. . Athens, GA., 
AAVIM, C1978. Professional Teacher 
Education Module Series. 
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226-19 Mod. A-S Hamilton, James B., Develop a Course of 

. CURR Study. Module A-8. Athens, GA. , AAVIM,, 

C1978. Professional Teacher Education 
Module Series * 

226-19 Mod. A^9 Hamilton, James B., Develop Long-Range 

CURR Program Plans. Module A-9 . Athens, GA., 

\ ' AAVIM, C197.8. Professional Teacher 
Ed uc a t io n Mod u.l e Ser i e s . 

226-19 Mod.A-10 Hamilton, James B., Conduct a Student 

CURR ^ Foilow-up Study. Module A-10. Athens, 
GA. , AAVIM, C1978. Professional Teacher 
Ed uca tion Module Series . 

226^19 Mod.A-11 Hamilton, James B., Evaluate Your Vocational 

CURR Program. Module A-tl. Athens, GA., 

AAVIM,\ C1978. Professional Teacher 
Education Module Ser ies . 

226-20 Mod. B-.1 Hamilton, James B., Determine Needs and 
CURR Interests of Students . Module B-1 . 

Athens, GA., AAVIM, c1977. Professional 
Teacher Education Module Ser ies . 

226-20 Mod. B-2 Hamilton, James B., Develop Student 

CURR Performance Objectives. Module B-2. 

Athens, GA.., AAVIM, c 19-77 Professional 
Teacher Education Module Series.. 

226-20 Mod. B-3 Hamilton, James B., Develop a Unit of 

CURR Instruction; 'Module B-3. Athens, GA., 

AAVIM, C1977. Professional Teacher 
Education Module Ser ies . 

226-20, Mod. B-4 Hamilton, James B., Developing! a Lesson Plan . 

CURR Module B-4. Athens, GA., AAVIM, c1979. 

Professional Teacher Education Module 
Series • 

226-20 Mod. B-5 Hamilton, James B., Select Student 

CURR Instructional- Materials. Module B-5. 

1 Athens, GA., AAVIM. c1979. Professional. 

Teacher Education Module Series . ^ 

226-20 Mod. B-6 Prepare Teacher-Madfe Instructional Ma ter ials. 

CURR^ Module a-6. Athens, GA. , AAVIM, c1977. 

Professional Teacher Education Module 
Series. 

226-21 Mod. C-1 . Hamilton , James B. , ' Direct , Field Trips. 

CURR Module C-1. Athens, GA.\ AA VIM , /c 1 977 . 

Professional Teacher Education Module 
Series. 
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226-21 Mod. C.-2 Hamilton, James B., Conduct Group 

CURB Di3cus.§,ions, Paiiel Discussions, and 

Symposiums. .Module C-2. X Athens, GA., 
AAVIM, 01977. Professional" Teacher 
Education, Module Series. 

226-21 Mod. C-3 Hamilton, James B. , Employ Brainstorming, 
CURR Buzz Group, and Question Box Techniques. 

Module C-3. Athens, GA., AAVIM, c1977. 
Professional Teacher Education Module 
Series . 

226-21 Mod. G~4 Hamilto./, James B. , Direct Students in 

CURB Instructing Other Students. Module C-4. 

Athens, GA., AAVIM, c1977. Professional 
Teacher Education Module Series, 

226-21 Mod. C-5 Hamilton, James B. , Employ Simulation 

CURR Techniques. Module C-5. Athens, GA., 

AAVIM,' C1977. Professional Teacher 
Education Module Series. 

226-21 Mod. C-6 Hamilton, James B. , Guide Student Study. 

CURR Module C-6. Athens, GA . , AAVIM; c1977. 

. Professional Teacher Education Module 
._ ; Series . 

226-21 Mod, ^C^7 Hamilton, James B. , Direct Student Laboratory 
CURR Experience. Module C-7. Athens, GA., 

AAVIM, C1977. Professional Teacher ~ <, 
Education Module Series. ' .. 

226-21 Mod. C-8 Hamilton,., James B. , Direct Students in 

CURR Applying Problem-Solving Techniques. Module 

C-8. Athens, GA., AAVIM, c1977. 
,.P'"ofessional Teacher Education Module 
Series . 

226-21 Mod. C-9 Hamilton, James B. , . Employ The Project ,' 

CURR Method. Module C-9. Athens, GA., AA-VIM, 

C1977. Professional Teacher Education / 
Module Series . !' 

. . ■■ ■ . ■ ■■ ; 



226-21 Mod. C-10 . Hamilton, Jam\es B., ' Introrfuce a Lesson ; 

CURR. Module C-10. Athens, GA., AAVIM, c.1/977. 

Professional Teacher Education Module)^ 
Ser ies .. ■ . \ 7 

226-21 Mod.C-11 Hamilton, James B. , Summ:ariz6 a Lesso/. 

CURR Module C-ir. Ath^'ns, GA., AAVIM, 01977. 

Professional Teacher Education Modul/e 
• • \ Series . ^ ■/ . . 

226-21 Mod :C-l2 Hamilton , James B. , Employ Oral Questionihg 
CURR Techniques. Module C-12. . Athens, GA., 

AAVIM, C1977. Professional Teachef 
- . Education Module Series. 
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226-2: Mod.C-13 Hamilton. Jaraes B., Employ Reinforcement 

CURR Techniques. Module C-I3. Athens, GA., 

AAVm, CI977. Professional Teacher 
Educs—ion Module Series. 

226-21 Mod-C-lH Hamilton Jaraes B., Provide Instruction for 
CURR Slower and More Capable Learners. Module 

C-114. Athens, GA., AAVIH, CI977. 
Professional Teacher Education Module 
Series. 

226-21 Mod.C-15 Hamilton. Jaraes B. , Present an Illustrated 
CURR Talk. Module C-15. Athens, GA., AAVIM, 

CI977. Professional Teacher Education 
Module Series. 

226-21 Mod.C-16 Hamilton, James B. , Demonstrate a 

CURR Manipulative Skill. Module C-16. Athens, 

GA., AAVIM, C1978. Professional Teacher 
Education Module Series. 

226-21 Mod. C-1 7 Hamilton, James B. , Demonstrate a Concept or 
CURR Principle. Module C-I7. Athens, GA., 

AAVIM, CI977. Professional Teacher 
Education Module Series. 

226-21. Mod. C-1 8 Hamilton, James B. , Individualize 

CURR Instruction. Module C-18. Athens, GA., 

AAVIM, CI977. Professional Teacher 
Education Module Series. 

226-21 Mod.C-19 Hamilton , Jaraes B. , .. Employ the Team ' Teaching" 
CURR Approach. Module C-I9. Athens, GA. , 

AAVIM, cl977^ Professional Teacher 
Education Module Series. 

226-21 Mod .C-20 Hamil ton , James B. , Use Subject Matter 

CURR Experts to Present Information.. Module 

C-20.. Athens, GA ., AAVIM , c1 977 . 
Professional Teacher Education Module 
Ser ies . 

226-21 Mod.C-21 Ljmilton, James B. , Prepare Bulletin Boards 
, CURR arid Exhibits. Module C-21. Athens, GA., 

AAVIM, c1977. Pro:fessional Teacher 
Education Module Series, 

226-21 Mod.C-22 Hamil ton'i James B., Present Inf'ormation with 
CURR Models, Real Objects, and Flannel Boards. 

Module, C-22. Athens, GA . , AAVIM, CI977. 
, - Professional Teacher Education Module 

^ Series . 

... ■ .. / . ■ ' ■ 

226-21 . Mod.C-23. Hamilton, James B., Present Information with 
CURR Overhead and Opaque Materials.. Module C-23. 

^. Athens, GA. , AA.VIM, o1977. Professional 
Teacher Education Module Series. 
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226-21 .Mod.C-2n Hamilton , Jaars-B B., Present Information with 
CURK Filrastrt=E and Slides. Module C-24. 

Athens, nx.. AAVIM. o1977. Professional 
Teacher jiluoation Module Series. 

226-21 Mod.C-.25 Hamilton. J^s^as B.. Present Information with 
1 CURR Films. ?odule C~25. Athens. GA. . AAVIM. 

C1977. rofessional Teacher Education 
Module Series. 



226-21 



226-21 

\ 



Hod.C-26 Hamilton. James B.. Present Information with 
CURR Audio Recoifdings. Module C-26, Athens. 

GA.. AAVIM. 01977. Professional Teacher 
Education Module Series. 

Mod.C-.27 Harailtort. James B.. Present Information with 
CURR Televised and Videotaped Materials. Module 

C-27. Athens. GA.. AAVIM, c19V7. 
Professional Teacher Education Module 
Series . ' 



226 



226-21 



Mod.C-28 Hamilton . James B. . Employ Programmed 
CURR Instruction .. Module C-28. Athens. 

AAVIM. .C1977. Professional Teacher 
Education Module Series. 



GA. . 



Mod .G-2 9' Hamilton . James B. . Present Information with 
CURR : the Chalkboard and Flip Chart Module C-29 

^ Athens. GA. . AAVIM. c1977. Professional 
Te^acher Education Module Series. 
■ . , ■ * . 

2261-22 Mod. D-l Ham il.ton , James B. , Establish Student 
CURR rPerforraanoe Criteria. Module D-1. 

Athens, GA., AAVIM.cigTT. Professional 
Teaoher Education Module Series. 

226-22 Mod . D-2 Hamiltpn James B. . Assess Student 

-CURR Pei^fprmance : Knowledge. Module D-2. 

, Athens. GA. . AAVIM. c1977. Professional 

Teacher Education Module Series. 

226-22 Mod. D-3 Hamilton . James. B. . . Assess Student 

CURR V Performance: Atiiitudes. Module D-3. 

.Athens. GA.. AAlflM. c1977. Professional 
Teacher Educatiaon Module Series.^ 

226-22. Mod . D-H Hamilton., James B. , Assess Stuaent 

■ CURR Performance Skills. Module D-i4. ': Athens', 

, G/L-, .AAVIM, C1977. . Prof easlosaal Teacher 
! Edac3t ion. Module Series. 
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Mod. D-5 Hamilton, James B. , Deterra ine ' Student Grades 
CURR Module D-5; Athens, GA., AATIM, c1977. 

Professional Teacher Education Module 
Series . ' . 
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226-22 Mod. D-6 Hamilton. James B., ^ Eval uate Your . 

CURB Instructional Effectiveness. Module. D-6. 

^ Athens, GA.. AAVIM. c1977. Professional 

Teacher Education Module Series. . 

\^ 

226-23 Mod. E-1 Hamilton. James B., , Project Instructional 

CURR I Resource Needs. Module E-1, Athens, GA . . 

AAVIM, C1977. .Professional Teacher 
Education Module Series., 

226-23 Mod. E -2\ Hara il ton , James B., Manage Your Budgeting and 
CURR \ Reporting Responsibilities. Module £-2. 

\ Athens, GA., AAVIM, c1977. Professional' 
Teacher Education Module Series. 



226-23 Mod. E-3 Hamilton , James' B . , Arrange for Impr.ovement 
CURR j of. Your Vocational Facilities. Module E-3. 

Athens. GA., AAVIM, c1977. Professional 
Teacher Education Module Series, \. 



226-23 Modo E-4 Hamilton, James B., Maintain a Filing Sy^jtem. 

CURR Module E-M . Athens. GA.. AAVIM, c1977\ 

Professional Teacher Education Module \ 
'-^ Series . , 

226-23 Mod. E-5 Hamilton. James B. , Provide for Student 

CURR Safety. Module E-5. Athens, GA.. A'AVIM. . 

C1977. Professional Teacher Education ' 
Module Ser ies . 

226-23 Mod. E-6 Haimilton. James. B, , Provide for the First Aid 
CURR Needs of Students. Mpdule E-6. Athens, 

./ GA.. AAVIM, C197-7. Professional Teacher 
Ed.ucation Module Series. 
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226-23 Mod. E-? Hamil ton . James bTT^ Assist Students in 

'CURR Developing Self-Discipline. Module *E-7. 

Athens, GA. , AAVIM, c1977. Professional 
Teacher Education Module Series. 

226-23 Mod. E-8 Hamilton. James B. . . Organize the Vocational 

^ CURR Laboratory! Module E-8. Athens^ GA.^ 

AAVIM. C1977. PrVfessional Teacher . 
Education Module iSeries. 

226-23 Mod. E-9 Hamilton, James B. , \ Manage the Vocational 
CURR ' Laboratory. Moduli .E-9.. LAthens., GA., 
AAVIM. c1977. Professional Teacher i . 
Education Module Series. | 

226i-24 Mod. F-1 Hamilton. James B. , Gather Student Data ^Using 
CURR F.ormal Data-Cd'llection Techniques. Module 

F-1. Athens. GA.-. AAVIM. c1977. 
Professional. Teacher Educat4on Module 
Series . 



226-24 Mod. F-2 Hamilton, Jamea B,, Gather Student Data ^' 
, CURR Through Personal Cot^taots. Module F-2 . 

Athens, GA., AAVIM, c1977. Professional 
Teacher Education Module Series, 

* ^ 

226-24 Mod, F-3 Hamilton, James B., Use Conferences to Help 
CURR Meet Student Needs, Module F-3. Athens. 

GA., AAVIM, C1977. Professional Teacher 
. ^ Education Series . 

226-24 Mod. F-4 Hamilton, James B.. Provide Information on 
CURR "Educational and Career Opportunities . 

Module F-4* Athens, GA,, AAVIM, c1977. 
Professional Teacher Education Module 
Series . 

226-24 'Mod. F-5 Hamilton, James B. , Assi st Students in 
CURR Applying for Employment or Further 

Education. Module F-5. Athens, GA. , 
AAVIM, C1977. Professional Teacher 
Education Module Series. 

226-25 Mod. G-1 Hamilton, James B., Develop a 

CURR School-Community Relations Plan for Your 

Vocational Program. Module G-1 . Athens, 
GA., AAVIM. C1978. Professional Teacher 
Education Module Series. 

226-25 Mod. .G-2 Hamilton, James B. , Give Presentations to 
CURR Promote Your Vocational Program. Module 

' G-2. Athens, GA., AAVIM, c1978o 

Professional Teacher Education^ Module 
Series . 

226-25 Mod. 0-3 Hamilton, James B., Develop. Brochures to 

CURR Promote Your Vocational Program. Module 

' Athens, GA., AAVIM, c1978. 

Professional Teacher Education Module 
' Series. A 

\226-25 Mod. G-4 Hamilton, James B., ^ Prepare, Displays tp 

CURR Promote Your Vocational Program. Module 

. / G-4, Athens, GA., AAVIM, c1978. 

Professional Teacher Education Module 
Ser ies . 

226-25 Mod .^G-5 Hamilton , James B. , Prepare News Releases and 
^ CURR Articles Concerning Your Vocational Program.^ 

Module 0-5. Athens, /GA. , AAV^M, 01978. 
Professional Teacher Education l^lbdule 
Series . , : " / ■ . . ' r 

226-25 Mod. G-6 Hamilton, James B. , Arrange for Television 
CURR dnd Radto Presentations Concerning Your 

Vocational Program. Module G-6. . Athens, 
GA., AAVIM, C1978. Professional Teacher 
. Education Module Series . 



226-25 Hod. G-7 Hamilton, James B., Conduct an Open House.. 

CURR Module G::.?; Athens. GA.. AAVIM, o1978. 

Professional Teacher Education Module 
Series. 

226-25 od. G-8 Hamilton. James B. . Work with Merabe- of the 
^URR Community. Mod.ule G-8. Athens. 

AAVIM, C1978, Professional Teache 
Education Module Series. 
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226-25 Mod. G-9 Hamilton, James B. , Work with State 
CURR Educators. Model G-9. Athens. 

AAVIM, C1978 Professional Teacher u lation 
Module Series • 

226-25 Mod.G-10 Hamll ton James B, , Obtain Feedback About 
CURR Your Vocational Program. Module G-10. 

Athens. GA.. AAVIM. c1978. Professional 
Teacher Education Module Series. 

226-26 Mod. H-1 Hamilton. James B. , Develop a Personal 

CURR Philosophy Concerning Student Vocational 

Organizations. * Mode.l H-1. Athens. GA.. 
AAVIM. 0 1977. Professional Teacher 
. / Education Module Series. 

226-26 Mod. H-2 Ham 11 tan , James B.. Establish a Student 
CURR / Vo.c;atlo:nal Organization. Module H-2. 

Athens. GA,. AAVIM. c1977. Professional 
Teacher Education Module Series. 

226-26 Mod. H-3 Hamilton, James B., .Prepare Student 
•CURR Vocational Organization Members for 

Leadership Roles. Model H-3.' Athens. 
GA-.^ AAVIM. C1977. Professional Teacher 
Education Module SeVles. 
. • ^ ( ■ ■ 

226-26 Mod. H-4 Hamll ton James B. , Assist Student Vocational 
CURR Orgfjjii zation Members in Developing and 

Fizxa'nclng^a Yearly Program of Activities. 
Mcdule H-n. Athens,. GA'.. AAVIM, c1977. 
Prof es:3lonal Teacher Ed ucation Module 
S,a2r:ieJiSL.. 

226-26 Mod. H-5 HamilisDn , James B., Superv ise ' Activ Itles of 
CURR tiisB Student Vocational Organization. Module 

H-5. Athens. ^GA., AAVIM, c1977. • 
Professional, Teacher Education Module 
Series. . 

226-26 Mod.,H-6 Hamilton, James B. . Guide Participation in 
CURR Stude:nt Vocational Organization Contests. 

Module H-6. Athens, GA.. AAVIM. c1977. 
Profeasional Teacher Education Module 
Series . 



226-27 Mod. 1-1 , Hamilton , James B., Keep Up To Date 

CIJRR \ Professionally, Module 1-1. Athens, GA., 

AAVIM, 01978. Professional Teaoher 
Education Module Series. 

226-27 Mod. 1-2 Hamilton, James B., Serve Your Teaching 

CURR Profession. Module 1-2. Athens, GA., 

AAVIM, 01978. Professional Teacher 
Education Module Series. 

226-27 Mod. 1-3 Hamilton, James B., Develop an Active 

CURR Personal Philosophy of Education. Module 

1-3. Athens, GA., AAVIM, cl978. 
Profesj^ional Teacher Education Module 
Series. 

226-27 Mod. 1-4 Hamilton, James B. , Serve the School and 
CURR Community. Module I-i|. Athens, GA., 

AAVIM, C1978. Professional Teacher 
Education Module Series . 

226-27 Mod. 1-5 Hamilton, James B. , Obtain a Suitable 

CURR Teaching Position. Module 1-5. Athens, 

GA., AAVIM, 01978. Professional Teacher 
Education Module Series . 

226-27 Mo,d . 1-6 Hamilton , James B. , " Provide Laboratory 
CURR Experiences for Prospective Teachers. 

- ^ Module 1-6. Athens, GA., AAVIM, c1978. 

Professional Teacher . Education Module* 
Series^ 

226-27 Mod. 1-7 Hamilton, James B,, Plan the Student Teaching 
CURR Experience. Module 1-7/ Athens, GA., 

AAVIMg C1978. Professional Teacher 
Education Module Series. 

226-27 Mod. 1-8 Hamilton, J^es , Supervise Student 

CURR Teacheru. Module 1-8. Athens, GA.,' 

AAVIM, C1978. Prof essional Teacher 
EducatLon Module Series. 

226-28 Mad. J-1 Hamilton, James B. , Establish Guidelines for 

Cl>SR Your Cooperative Vocational Program. Module 

. , J-1. Athens, GA., AAVIM, c1978. 

Professional Teacher Education. Module 
Series . 

•226-28 Mod. J-2 Hamilton. James B., Manage the Attendance ; 
CURR Transferrs, and Terminations of Co-op 

Students. Module J-2. .Athens, GA., 
AAVIM, C1978. Professional Teacher 
Ed uc a t ion Mod u 1 e Se r 1 e s 

226-28 Mod. J~3 Hamilton, Jam'es B., Enroll Students in Your 
CURR Co-op Program. Module J-3. Athens, GA,. , 

AAVIM,. C1978. Professional Teacher 
Education Module Series . 



226-28 Hod. J-4. Ham il ton ♦ James B., Seoure Training Stations 
CURR for Your Co-op Program. Module J-i| . 

Athens. GA., AAVIM. o1978. Professional 
Teaoher Eduoatlon Module Series . 

226-28 Mod. J-5 Hamilton. Jaraos B.. Plaoe Co-op Students on 

CURR the Job. Module J-.5. Athens. GA. . AAVIM. 

01978. Professional Teaoher Education 
Module Series . 

226-28 Mod. J-6 Hamilton, James B.. Develop the Training 

CURR Ability of On-the-Job Instructors. Module 

J-6. Athens, GA.. AAVIM. c1978. 
Professional Teacher Education Module 
Series . 

226-28 Mod. J-7 Hamilton, James B. . Coordinate On-tha-Job 
CURR Instruction. Module J-7. Athens, GA.. 

AAVIM. C1978. Professional Teacher 
Education Module Series. 



226-28 Mod. J-8 Hamilton, James B. . Evaluate Co-op Students' 
CURR On-the-Job Performance. Module J-80 

Athens. GA.. . AAVIM. c1978. Professional 
Teacher Education Module Series . 

226-28 Mod; J-9 Hamilton. James B. » Prepare for Students* 

CURR Related,-. Instruction . Module J-9. Athens. 

GA.. AAVIM, c1978.^ Professional Teacher 
Education Module Serieis. 

226-28 Mod.J-10 Hamilton. James B. , Supervise an 

CURR Employer-Employee Appreciation Event. 

Module J-10. Athens, GA., AAVIM. c197S. 
Professional Teacher -Education Module 
Series . : 
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226-29 SeriesifS Dull , . Lloyd W. , Selection and Use of Teaching 
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226-29 Series#6 Dull, Lloyd W. , Effective Lesson Plans and 

RCU Assignments'. The Heart of Instruction. 

Series #6. Columbus, OH., Ohio Department 

of Education, 19T7. • - 



226-29 Seriea#9 Dull, Lloyd W.. Classroom Climate for 
RCU Effeobive Learning. The Heart of 

Instruction. Series #9* Columbus, OH., 
Ohio Department of Education, 1977. ' 

226-29 Serle5#10 Dull, Lloyd W.. Classroom and Laboratory 
-KCU Management. The Heart of Instruction. 

Series #10. Columbus, OH., Ohio 
Department cf Education, 1977. 

226-29 Series* 11 Dull, Lloyd W., Techniques of School and 
KCU Classroom Discipline . The Heart of 

Instruction. Series #11. Columbus, OH . , 
Ohio Department of Education, 1977. 

226-31 RCU Klaurens, Mary K., Education and Work 

Competencies Needed by Experiential 
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Ohio State University, 1979. 

226-32 RCU Maurer, Nelson S., ^ Handbook for Teachers of 

Adult Occupational Education. Albany, 
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226-33 RCU Bina, James V., Human Resource Directories 

and Files in Educatioji. Columbus, OH., 
The Ohio State University, I979.. 

226-34 SAF Giles, .T.E., Educational Administration in 

Canada. Calgary, Alberta, Detselig 
Enterprises, (ct97M). 

226-35 RCU Hillison, John, The Concerns of Vocational 

Education Methods Students and Student 
, Teachers. Blaoksburg , VA. , Virginia 

Polytechnic Institute and State University. 
1978. 

22,6-36 RCU Gregg, Russell t/. Professional Staff 

Development /in State Education Agencies . 
Madison, WI4, Wisconsin Department of Public 
Instruction^ 1973. 

226-37 CURR . Patton, Bob, / Writ ing, Teaching and 
- 7— 7 Supplera^ii/tring a Unit of Instruction. 

Stillwater , OK. , Curriculuti and' 
Instructional Materials Center, (c1975). 

226-38 RCU' Adamsky, Richard A., Vocational Teacher 

Education: A Review of the Research.. 
Colu^nbus, OH., The Ohio State- University. 
1979. 
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226-39 RCU Hickey;, Howard W., The Role of the School in 

Community Education. Midland, MI., 
Pendall , (c1969) . . 
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Balrd; Hugh, ' A Behavioral Approaoh to 

T.eaohing . Dubuque , lA. , Wra . C. Brown , 
(01972) . 

Decker, Larry E. , Foundations of Community 
Education • Midland , MI . , Pendell , 
(01972) 

Berridge, Robert I., The Community Education 
Handbook. Midland, MI., Pendell, (c1972). 
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Articulation Projec't for 

Vooatlonal-Technloal Education In Minnesota. 
A Final Report. White Bear Lake, MN., 
; Spsoial, Intermediate School District, I977. 
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Learning: Improving Access for all 
Citizens. Tallahassee, FL., Department of 
-Education, 1977. 

227-5 RCU Butt. Margaret, Peterson's Annual Guides to ^ 

Graduate Study. 1979 Edition. Book 2. ' 
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